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Neo-Cord is the result of combining high grade cord with 
duPont Neoprene by the Multi-Angle-Cord process. This produces a 
sole and heel that successfully resists extreme heat, oil, grease, 


acids and caustics. This hard wearing, slip-resistant safety sole, is 





cooler than ordinary rubber or composition soles and 
stays flexible for more comfort during its long life. Factory tested by 
thousands of safety engineers, Neo-Cord has always proved 
superior under the most exacting conditions. For greater comfort 
and safety always specify soles and heels by Gro-Cord... 


specialists in industrial and workshoe soles. 


RESISTS: 
@oil, 
@ Heat, 
@ Acids, 
@ Caustics 


NEO-COMP 


4 “Sell ‘em the shoe with the Sole for the job" 


Gro-Cord offers the only complete line of industrial 
workshoe soles that enable you to assure workmen of 
greater satisfaction through comfort—safety and longer 
wear, regardless of job conditions. Get acquainted with 


Canodien Plant 
the complete line of Gro-Cord soles and heels, today! GRO-CORD RUBBER CO. of CANADA LTD. 
Tillson' ; 


burg, Ontario 
Circle No. 1 on reader service card for more information, 





eye No EXECUTIVE SAFETY SPECTACLE 


SAVERS with Interchangeable, Curved, Shatterproof Lenses 
Smartly Styled, Lightweight, Curved to Fit Forehead 


— 


These EXECUTIVE Eye Savers include important 
new features which are not available in any other 
type of safety spectacles. They were designed by 
professional men in the optical industry for com- 
fort and multi-purpose eye protection. They repre- 
sent the highest standards of quality known to the 
optical industry. 


FEATHERLIGHT COMFORT... a combination of light 
weight and perfect balance, plus a universal nose bridge 
which rests comfortably om the nose without pinching at 


the sinuses. 


X MAXIMUM SAFETY with better visability . . . large lens 
MODEL 590 ea 


Gb Mie cents coe Gl size and curved frame design hug the forehead and close 


CHOICE OF r 

INTERCHANGEABLE LENSES Ke ex ONE SIZE FRAME for everyone . . . choice of Eye Savers 
SAFE — SHATTERPROOF hard methacrylate lenses .. . patented Metal Retrax adjustable temples or comfortable 
the finest quality known to the optical industry . . . guar- form-fit plastic Club Temples . . . fit and flatter almost every 


anteed optically perfect . . . cannot distort the image or face . .. man’s or woman's. 


SNAP IN-OUT the gap at the corners of the eyes. 


cause eye strain ... never pit from sparks or molten metal. 
MULTI-PURPOSE USE .. . Executive Safety Spectacles have 


Extra Lenses which are easily interchanged (snap in — snap 


These lenses are made by an exclusive Eye Savers process. 


@ CLEAR Safety Lenses for indoor haz- out) to get the desired protection: clear lenses protect from 
ardous areas. 


impact hazard of flying particles, green lenses ptovide full 
© LIGHT GREEN Sofety Lenses for aver- protection from impact and from an arc burn six feet or 
age sunlight. 


more from the arc (also provide excellent protection from 
@ MEDIUM GREEN Safety Lenses for 


bright sunlight. 


SPECIFY LENS BY CODE NUMBER eye strain when driving against headlights or in fog . . . 
@ GOLD Safety Lenses for night add 


inne Light Medivm | aig sunlight to vision. also may be used for safety in a plant. The Executive is 


sun glare), gold lenses help visual performance by reducing 








ome | dent ee ee ALL LENSES FURNISHED WITH furnished with protective carrying case, large enough to 
PROTECTIVE POUCH. hold all extra lenses in their individual pouches. 




















See Your Authorized Eye Saver Supplier, or write direct for full 


information on the New EXECUTIVE and other modern Eye Savers 


Quality Eye Protective Equipment Made by the Leaders in Plastics 
eee WATCHEMOKET eames i ue 


‘WATCHEMO O., INC. 


236 West Exchange St. PROVIDENCE 3, R. |. In Canada: Levitt-Satety Limited, Toronto 10. Montreal 26 


Circle No. 2 on reader service card for more information. 
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EYE SAFETY 
\ DEPENA PON 


Install SIGHT SAVER Cleaning Stations and 
wipe away the best excuse men give 
for not wearing safety glasses! 


Used and preferred by millions, Dow Corning SIGHT SAVERS 
are the quickest, easiest way to clean and polish eyeglasses. 
Scientifically treated with the right amount of the right kind of 
Silicone, SIGHT SAVERS reduce accidents and rejects by making 
it easy to keep glasses clean. Specified by hundreds of Safety 
Directors and installed in thousands of plants, SIGHT SAVER 
Cleaning Stations keep safety glasses safe! No muss, no fuss, 
no waste; easy to install and maintain. 


Dow Corning SIGHT SAVER cleaning stations are available from 
leading Safety Supply Houses. 


DIRTY GLASSES... 
MAIL COUPON TODAY like dim lights and dull tools 


for Distributor are dangerous and 
Listing inefficient. 


DOW CORNING CORPORATION, Midland, Mich., Dept. 8208 


Please send me your listing of Safety Supply Houses handling SIGHT SAVER DISPENSERS 


SIGHT SAVER Cleaning Stations. 
Catalog No. 60 (Black) 


DOW CORNIN G Name Catalog No. 61 (White) 


SILICONES aay Catalog No. 62... . (Safety Green) 


each $2.50 
Address Refill Packets . . . . (Catalog No. 65) 
each $1.45 

City 
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employees 


from contact dermatitis ! 





Liquid Dial! Top germicidal soap in factory and office — 
so effective surgeons use it! 

Bar Dial ! Gives ‘round the clock protection to millions — 
at home and at work! 

Formula £99— Germicidal soaps with scrubbers added 
—best for heavy dirt and grease! 


Skin infections and dermatitis will steal more than 100 
million dollars from industry this year. Don’t let them 
rob employee health, time and morale—or company 
profits —just replace the ordinary soap in your washrooms 
with one of these Armour soaps containing Hexachlorophene. 

Regular washing with these Armour soaps destroys 
up to 95% of the skin bacteria that spread contact 
dermatitis and cause secondary infections. And they're 
all mild, rich-lathering soaps—effective in hot or cold, 
soft or hard water. 

There’s no need to buy expensive new soap equipment 
either! Armour Hexachlorophene protection comes in 
liquid, bar or powdered form. If you desire a scrubber 
added, try Formula $99, a germicidal powdered hand 
soap with either mild vegetable or soluble Borax scrubber 
added. Put thrifty Hexachlorophene protection to work 


for your employees now—send the coupon for free 
samples today ! 


Cm I ni ee i 


—K— ee ee ee ee ee eee eee 


ORDER FREE SAMPLES NOW ! 


Armour Industrial Soap Department 

Armour and Company, 1355 W. 31st St., Chicago 9, Ill. 
Please send me FREE SAMPLES of: 

C) Liquid Dial (_] Bar Dial 


(] Formula 299 (Vegetable) (] Formula 299 (Borax) 
(_] Booklet—"Antiseptic Soaps for Industry” 


Name 
Firm 
Address 


City State 


Soap Diss 


INDUSTRIAL SOAP DEPARTMENT 


Armour and Company ~* 


1355 West 31st Street + Chicago 9, Illinois 


Circle No. 4 on reader service card for more information. 
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CARING FOR WAXED FLOORS IS... 


It wares ar ct cleans! 


REDUCES THE FREQUENCY OF REFINISHING 





Sanax was developed to permit frequent cleaning of waxed 
floors without washing away the finish .. . and to eliminate 
waste in wax and labor. A neutral liquid soap with a wax 
base, Sanax not only quickly removes dirt, oil, and grease, 
but leaves a thin film of wax. In fact, regular use of Sanax to 
machine-scrub or damp-mop waxed floors actually prolongs 

the life of the finish, and thereby reduces refinishing costs a Ne 
on a year-to-year basis. i la 


Like all Finnell Fast-Acting Cleansers, Sanax is specially ls 
designed for the greater speed of machine-scrubbing, and hy 
works as effectually in a Combination Scrubber-Vac as in a 

Conventional Scrubber-Polisher. And because Sanax is 

processed from pure vegetable oils, it’s safe for all floors. 


Find out how you can simplify 
and reduce the cost of caring for 
A 100 Series waxed floors. There’s a Finnell 
General-Purpose Floor Specialist nearby to help 
Firnell you choose the waxes and cleans- 
11, 13, 15, 18°" ers that are exactly right for your @ A mild liquid wax-soap 
needs. Finnell makes a complete o ‘ 2 
line, so you can depend on un- i? for machine-scrubbing 
biased advice. In fact, Finnell a or damp-mopping 
makes everything for floor care! % waxed floors 
For consultation, demonstration, is e : 
or literature, phone or write es Leaves - wetveus ante 
nearest Finnell Branch or Finnell - skid protective finish 
System, Inc., 3508 East Street, . 
Elkhare Indiana. Branch Offices © Highly concentrated orek. 
in all principal cities of the economical to use 
United States and Canada. 














FIMMELL SYSTEM, INC. Shears "IW ALL 


PRINCIPAL 
Circle No. 5 on reader service card for more information. 
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A Delaware foundry has cut accident frequency 
from 42.0 to 0.0 in a single year. 


The Kind of Dust Makes a Difference 


What looks like silicosis may not be compensable 
Buyer's Guide after all. 


Letters to the Editor 

Safety S sti Sys Rit ove th inaisued. 
Club Page safety Suggestion System Pays 

A camera manufacturer shows the way to a suc- 
Accident Stoppers cessful safety suggestion system. 
New Products ; 
: ’ Why Are Compensation Costs Soaring?.... 

What's New in Back injury claims are boosting compensation 


Compensation costs—most of them have psychological factors. 


Right Off the Docket... 


Sudden Injury In Any Sized Plant. . 


Eye and foot injuries can be slashed to almost 
Useful Literature nothing by one strong safety program. 


PS—People & 
Suppliers Diesel Fire Losses Slashed 99%.............. 


Litereture in This An Eastern railroad demonstrates how. diesel fire 
. losses can be practically eliminated. 
Month’s Ads 


Advertisers’ Index Handling and Storage of Gas Cylinders...... 


A consulting engineer tells how to treat com- 
pressed gas cylinders for greatest safety. 








Copyright 1955 PUBLISHED MONTHLY BY 


THE INDUSTRIAL PUBLISHING GROUP 


A DIVISION OF TELENEWS PRODUCTIONS, INC., 


1240 ONTARIO STREET, CLEVELAND 13, OHIO 
ACCEPTED AS CONTROLLED CIRCULATION 
PUBLICATION AT FOSTORIA, OHIO 


RETURN FORM 3570 TO 

1240 ONTARIO ST., . : 4 

CLEVELAND 13, OHIO SUBSCRIPTION RATES: Single copy 50c, One Year $5, Canada $6, United Kingdom £2.5.0., 
. Payable in Sterling at our London Office. Other Foreign $7. 





Pumping 


5 Oe: 


— 





INFLAMMABLE 
MATERIALS 





Any plant improvement that results in a reduc- 
tion of fire and accident hazards certainly makes 
sense. If such improvement saves money* and 
helps housekeeping, it makes even better sense. 
This is exactly what happens when Tokheim 
Transfer pumps are put into service. 

Pouring, drawing or siphoning 
industrial liquids are outmoded, 
dangerous practices. Correct them 
with Tokheim pumps. There is 
none better, none more versatile. 
Easily installed in drums, pipe lines 
or underground tanks. Long-lived, 
inexpensive. Many models. See your 
dealer, your Tokheim representative 
or write factory for catalog today! 


* The use of Tokheim pumps often earns a 


lower insurance rate. 








pumps many liquids 


Acetates « Alcohols « Aromatic Solvents « 
Chlorinated Solvents « Glycols « Ketones 
and Ethers « Petroleum Solvents « Plasticizers 


e Petroleum Products « Water and Others. 


Pump is furnished standard with molded, 
synthetic diaphragm. Leather diaphragm 
optional. Ask for approved list of liquids 
showing recommended diaphragm. 


OKHEIM 





foley} ese} i-re-londlola) 
HAND PUMPS 


Manufactured by Tokheim — America’s 


foremost builder of service station pumps 


General Products Division 
TOKHEIM CORPORATION 
Designers and Builders of Superior Equipment 
1682 Wabash Ave. Since 1901 Fort Wayne 1, Ind. 


Factory Branch: 1309 Howard St, San Francisco 3, California 
Canadian Distributor: H. Reeder, 205 Yonge St., Toronto, Ont. 


Gasoline Pumps and Accessories e Air and Liquid Dispensers e Specially Engineered Products 
Circle No. 6 on reader service card for more information. 
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DON’T SETTLE FOR LESS...WHEN YOU CAN 
THE BEST! 


One of many famous brands 


H201 


Oil Resisting 
Moccasin; 
burgundy side 
upper, 
completely 
Dacron 
stitched; 
black Resist- 
Oil (Neo- 
prene) sole 
and heel. 





made by the world’s 


largest shoe manufacturers! 


Ail of the skill and fine workmanship, the 
years of experience and high Standards of 
Quality you find in International Shoe Company 
regular lines is shared by HY-TEST, the 
company’s own Safety Shoe. Add to this the 
exclusive Anchor Flange® Steel Box Toe and 
Bol Tan Sweat-Resistant Leather Insole, 
numerous types of upper leathers and soles, 
plus a choice of more than 80 styles and you'll 
know why we say, “Don’t Settle for Less... 
Buy HY-TEST—tops in sales, in quality, 

in acceptance by workers.” They've got to 

be good! They are good! 





5 : sD age 


“pert 


Randcraft ) ears 


Wore Jes 


boy 


S os ST Cty Cub a 


HY-TEST SAFETY SHOES 
Division 
INTERNATIONAL SHOE COMPANY 
1509 Washington Ave., St. Lovis 3, Mo 


927 N. 3rd St., Philadelphia 23, Pa 


Circle No. 7 on reader service card for more information. 
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new 
concrete 


M-SEAL 


Unless properly sealed, a new concrete floor CEM-SEAL is also an ideal primer for renewing old 
has a natural tendency to deposit alkaline concrete floors. 


salts on the surface as it cures. This causes 
+ “ : ” Check 
surface powdering. called “dusting” or 


“bloom.” 
CEM-SEAL acts as a cap or dam to hold 1. Goes on easy — just sweep floor and apply. 
moisture down below the surface. This pre- . I-coat quick dry application — seals- moisture in 
vents formation of the damaging salts — and the concrete. 

it also prolongs the curing period of the 
concrete. The surface comes through denser, 
harder, more resistant to wear. 


these CEM-SEAL advantages—never before 
available. 


. Complete curing of concrete gives you a dense, uni- 
form surface with longer life. 


cane ie . Protects floor from stains while other building trades 
Application is simple and easy. Treat acres 


of floor in a short time with big sheepskin 


applicators. Floors can be opened to traffic 
in just 4 hours. 6. Gives you a smoother surface for easy maintenance. 


are at work. 


. Prevents “dusting” and efflorescence. 


! 
1 
I 
} 
i 
! 
| 
| 
l 
| 
I 
| 
i 
! 
! 
I 
1 
! 
1 
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HILLYARD CHEMICAL CO. 
St. Joseph, Mo. 


Please send me full information about Hillyard CEM-SEAL. 
for new concrete Hillyard Maintaineers®, 
trained floor experts, are 
stationed in principal cit- 
ies. There is one near you, 
who will be glad to con- 
sult with you on your 
problem of treatment or 
maintenance of any type 
floor No charge, no obli- 
gation for this service. 


for renewing old concrete 


OE. RES Fel ELI FD ER PEN Oo Ee . 


ST. JOSEPH, MISSOURI 


SE 5. | This Coupon Today iim San Jose, Calif. Passaic, N. J. 
aaa eee eee eee eee eee Branches in Principal Cities 


Circle No. 8 on reader service card for more information. 
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Buyer’s Guide 


Wha? Kind of Equipment are you looking for? 
Here is an alphabetical listing for your easy 
reference, of all new products and ads on 
which data was available by closing date. 





Page 
Athletes’ foot preventive . .49, 


Breathing equipment 


Clothing, protective 58, 63, 64, 


Drinking cups 
Dust control equipment 


Ear protectors 
Eye wash fountains 
Eyewear 


Faceshields 
Fans, cooling 
Fire-fighting equipment .. 


First aid supplies . 
63, 65, 69, 71, 72 
Floor maintenance equipment . 4 
Floor maintenance materials . 4, 
8, 13, 14, 63, 70 
Floor non-slip materials 
Footwear Cover II, 7, 15, 20, 51, 53 


Gloves, protective ..10, 18, 55, 57 
Gloves, reconditioning 


Hand tools 5 
gf” a re 11, 37, 39, 
Hearing testers 


Loading dock equipment . .40, 56 


Machine guards 
Material handling equipment . | 


Press feeders 
Protective creams 


Respirators 


Safety awards, trophies 

Safety belts 

Safety markers .. 

Safety tools 

Salt tablets 

Sanitation materials 

Showers, emergency 

Signs ’ 

Skin cleaners ....3, 58, Cover III 
Stretchers 5 


Vision testers 


Watchmen’s clocks 
Welding helmets 
Wheel chocks 
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HERC-ALloy 


SLING CHAINS Ais 


@ Herc-Alloy is the only exact-size alloy chain 
on the market. This uniformity gives you a lighter 
and easier-to-handle chain without any sacrifice 
in working load limit. 


@ Herc-Alloy, the original alloy steel chain, is 
available in running lengths as well as in all types 
and sizes of slings made to customer specifications. 


@ Write for Bulletin 
100 covering Herc- 
Alloy Sling Chains, 
including helpful 
information on 
their care, use 
and inspection. 


@ CM also produces a complete line of chain 
attachments and welded chain of all types in- 
cluding stainless steel and bronze. 


COU 


sal 
COLUMBUS McKINNON 


CHAIN CORP. 


Tonawanda, New York 








In Canada: McKINNON COLUMBUS CHAIN LTD., 
Herc-Alloy® ST. CATHARINES, ONT. 


HO] S T S AND CHAIN Regional Offices: NEW YORK * CHICAGO « CLEVELAND 


Circle No. 9 on reader service card for more information. 





A hand for every 


for every hand 


The features you want in a work glove—protection, safety, 
durability, full finger control, lower cost—are the very 
factors that govern the design of Jomac® Work Gloves. 
Describe your plant operations, temperature conditions, 
etc., and we'll gladly recommend an economical Jomac for 
the job, and send you a free sample pair. Jomac Inc., 
Department C, Philadelphia 38, Pa. 


Jomac Hand Guards can be worn 
over gloves, if desired, to provide 
extra protection against abrasion, 
sharp edges, or heavy blows. Avail- 
able rubber-lined to protect from 
grease or oil. They can be recondi- 
tioned repeatedly. 


It pays to keep JOMACS on hand 


JOMAC 


Industrial Work Gloves 
Outwear ordinary work gloves by 900% 


PLANTS IN PHILADELPHIA, PA., AND WARSAW, IND. 


Circle No. 10 on reader service card for more information. 





Ley, : 
to the or 
EDITOR #7 Wi 


Annual Indexes 
Are Still Available 
Editor: 

Will you please send us 
copies of your indexes to 
volumes 12, 13, 14, 15, and 16? 
These will be a useful addition 
to our safety library. 

Librarian Ruth Parks 
National Safety Council 
Chicago, II. 

OccUPATIONAL HAZARDS is 
glad to furnish free indexes to 
those who want them. A sepa- 
rate index is available for each 
year from 1950 through 1954. 


You're Right—the 
Club Will Help! 
Editor: 

From time to time we have 
experienced accidents within 
our organization that would 
warrant membership in the 
Turtle Club. 

Participation in the Club 
could certainly help our acci- 
dent prevention program. For 
this reason, I would like sev- 
eral applications for Turtle 
Club membership. 

Charles Hoech 
Safety Engineer 
Brown & Root, Inc. 
Houston, Texas 

Recognition of individuals 
who have escaped serious in- 
jury because of wearing hard 
hats can’t help but have a 
good effect on other workers, 
too. Write to OCCUPATIONAL 
HAZARDS for your own appli- 
cation blanks. 


Anyway, Safety 
Expenditures Increased 
Editor: 

This appeared in your 
“News and Views” section in 
March, 1955: “Expenditures 
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we dare anyone... 


to compare test by test, from impact to shock 


resistance, Bullard’s new electrical safety hat! 
Just as Bullard first brought head protection 
to general industry — now they are bringing a 
new standard in rugged head protection to the 
electrical industry. In independent laboratory 
tests Bullard KV hats surpassed every one of 


the standards set up by the Edison Electric 


BU-302 





Institute. Made of tough Estherene, a new 
Bullard developed compound, it is the 
lightest weight electrical hat on the market. 
One piece construction eliminates any holes, 


rivets or metal that might cause leakage. 


E. D. Bullard Company 
275 Eighth Street 
San Francisco, Calif. 


Write for independent laboratory report 


Circle No. 11 on reader service card for more information. 





hy r-Fyter's 
NEW PRESSURIZED @& 


5-POUND At 


DRY CHEMICAL 2% 


EXTINGUISHER 


Just point it at the fire... and press your thumb! 
Instantly, Fyr-Fyter’s new specially designed nozzle 
spreads the fire-killing chemical powder in a flat, 
dense, 10 to 12 foot long, and 60° wide angle 
stream, This thick, blanket-like stream lays a flat 
pattern of powder level with the base of the fire. g 
It covers a greater area, provides better heat- 
shielding for the operator and faster flame smoth- 
ering action! 

It's a rugged, lightweight, all-brass extinguisher 
that's always ready for action! A unique, leak- 
proof valve positively holds air or nitrogen pres- 
sure charge . . . visual gage constantly shows 
pressure condition. Simplified design and con- 
struction makes it easy to inspect, clean and re- 
charge. Except after use, recharging is never 
necessary . . . only periodic visual inspection is 
required. A service station air chuck can be used 
for pressurizing. 

For instant, more positive protection against 
Class B and C fire hazards . . . all flammable 
liquids, gases and electrical fires . . . use an 
Underwriters’ Laboratories Approved Fyr-Fyter 
Pressurized Dry Chemical Extinguisher! 10, 20 
and 30 Ib. models are also available. 


Write for complete information today! 
Dept. 30 


FF-6 


221 CRANE STREET, DAYTON 1, OHIO 


REPRESENTATIVES IN PRINCIPAL CITIES 


or 
FIRE 


<= 
KEEP 
put 
ve 
Fie 


The 4yr-fyter Co. 


BRANCH OFFICES: New York, Boston, Philadelphia, Chicago, Atlanta, Dallas, San Francisco. Portland, Seattle. 
Circle No. 12 on reader service card for more information 
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for industrial health and 
safety increased almost 50% 
during 1954 over 1953.” 

Would you please give me 
further details on this state- 
ment, or supply the source of 
it? 

E. P. Marconi 
Manager, Safety Branch 
Aro, Inc. 
Tullahoma, Tenn. 

The statement was drawn 
from the report of a special 
survey made by the Univer- 
sity of Minnesota’s Industrial 
Relations Center and pub- 
lished by the American Man- 
agement Association late last 
year. 


More Information on 
“Accident Pattern” Wanted 
Editor: 

The article by Dr. Morris S. 
Schulzinger in OCCUPATIONAL 
Hazarps for April, 1955, has 
promoted considerable inter- 
est in our company. 

Where may we obtain more 
details about these studies? 

C. R. Rustemeyer 
Canadian Forest Products, 
Ltd. 
Vancouver, B. C. 

Dr. Schulzinger presented 
his complete findings about 
the pattern of accidents at 
the 1954 annual meeting of 
the American Medical Associ- 
ation. Some details beyond 
those published in OccupPa- 
TIONAL HazarpDs may be found 
in the November 1954 A. M. A. 
Archives of Industrial Hy- 
giene. 


Wooden Sandals 
And Athlete’s Foot 
Editor: 

On page 44 of your May 
issue is the statement: “Some 
plants have taken to selling 
wooden sandals to employees 
at cost, to use in showers and 
on washroom floors; the prac- 
tice has been well received by 
both workers and their unions, 
and has helped materially to 
combat athlete’s foot.” 

The very latest medical re- 
search on athlete’s foot (re- 
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“It’s like waxing your floors with a film of plastic” 


HEN you apply new SUPER WESTWAAX it’s just like laying 
y y down a protective sheet of tough, transparent plastic on your floors. 
With NEW SUPER WESTWAX you get 
— brilliant gloss 
— extra durability 
— freedom from discoloration 


NEW — easier maintenance 


SUPER 


Why ? Because this heavy-duty formulation contains — 
WESTWAX 


West's crystal clear Plastic Emulsion, MIRITE® 
and 


contains ane R ; 
prime #1 yellow Carnauba Wax. 


MIRITE® 


PLASTIC T combines all the features of the finest floor protection in a 
EMULSION I single wax: 
— dries to a hard, mirror gloss 
— resists scuffing from traffic 
— resists water 
— requires no polishing 
And SUPER WESTWAX is slip resistant — meets Underwriters’ 
Laboratories requirements for floor treatment materials. 
OLDEST AND LARGEST 
COMPANY OF ITS KIND ET a West floor expert demonstrate SUPER WESTWAX 
1 THR WoRLD ie on your own floor — show you how easy it is to use. 
No obligation, of course. Just send the coupon. 
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| WEST DISINFECTING COMPANY 
42-16 West Street, Long Island City 1, N. Y. (Branches in principal cities) 
In Canada: 5621-23 Casgrain Ave., Montreal 


(© I'd like to have a WEST representative telephone me for an appointment. 


POI inieticeetcnntincntlitiisinns 





| 
| 
: C) I'd like a free copy of your folder on SUPER WESTWAX. 
| 
| 
| 








| Position_ 








| (Tear out this coupon and mail it with your + letterhead) 


Circle No. 13 on reader service card for more information. 





There’s a BIG difference in floor absorbents 


MAKE THIS DISCOVERY! 


RIGHT IN YOUR OWN OFFICE you can test the difference of 


Eagle-Picher Industrial Floor-Dry with whatever oil absor- 
bent you’re now using. You’ll discover it actually absorbs 
as much as 100% or more liquid per pound than other floor 
drying materials. 


YOU'LL ALSO PROVE that Eagle-Picher Floor-Dry retains 
its skid-proof granular mineral form even when saturated. 
It doesn’t mud or pack. Light in weight, it spreads easier 
and covers a larger area. Non-combustible, it has no chem- 
ical reaction. And possessing unusual reflective power, Floor- 
Dry makes working conditions bright and pleasant, as well 
as safe! 


Since 1843 


WRITE TODAY. Our Eagle-Picher rep- 
resentative will bring the portable 
laboratory to your office where 
you may make this test yourself. 
The Eagle-Picher Company, 
Cincinnati 1, Ohio. 
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port released by the American 
Public Health Association, Oc- 
tober 5, 1954) does not support 
the idea that wooden sandals 
or disposable slippers are of 
value in the prevention of this 
disease. 

It is now recognized that the 
main cause of athlete’s foot is 
a lowered resistance of the 
skin to germs that are almost 
always present on every- 
body’s feet. In other words, 
exposure is not the cause of 
athlete’s foot. It is the low- 
ered resistance to infection 
that is the cause. 

That is why the country’s 
leading skin specialists now 
favor measures to maintain or 
increase the skin’s resistance 
to fungus attack. There are 
skin-toughening preparations 
that do that with very suc- 
cessful results. 

Robert de Fremery 
Vice President 
Onox, Inc. 
San Francisco, Calif. 

We’re mighty glad to have 
this information! Unfortun- 
ately, the report mentioned 
had not been brought to our 
attention when the May fea- 
ture was prepared. 


More Color Code 
Information Wanted 
Editor: 

Referring to the article, 
“Color . . . It Reduces Eye 
Fatigue,” in the May issue of 
OccuPATIONAL HAzARDS—could 
you give us the address where 
we might obtain copies of the 
color codes referred to? 

C. D. Jackson 
Engineering Dept. 
Miles Laboratories, Inc. 
Elkhart, Ind. 

The code for identifying gas 
masks is published by the 
Bureau of Labor Statistics, 
Washington 25, D. C. A code 
for compressed gas cylinders 
and pipelines has been issued 
by the Department of Defense, 
and is sold by the Government 
Printing Office, Washington 
25. The American Standards 
Association, 70 East 45 Street, 
New York 17, publishes the 
Birren-Du Pont color code. 
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Latest in Thom McAn Safety Firsts 


LEATHER 


@ KEEPS WATER OUT 

AND STILL BREATWES 
@ STAYS SOFT AND FLEXIBLE 
makes «hete 
MORE COMFORTABLE TO WEAR 
STAY NEW LOOKING LONGER 


S-1014 Six-inch, plain-toe work blucher, in 
new, supple Sylflex “silicone-tanned”’ black 
leather. Rivet reinforced. Leather-lined steel 
toe box. Neo-cord sole and heel. 


Amazing silicone-tanned leather 
resists corrosive acids and oils— 
yet lets leather “breathe” 


NOTHER FIRST from Thom McAn! This new SOLD TWO WAYS: 1. At Thom McAn Stores. 
safety shoe is made of Sylflex-tanned leather. It 2. Direct to your plant. Send today for details of 
really stays dry. Supple. Soft. Won’t crack, curl or our money-saving plant-sale plan and Thom McAn’s 
stiffen—even after soaking in harsh water-borne 4-way employee purchase plan—plus descriptions 
acids and oils. It keeps liquids out and lets air in. of the Thom McAn Safety Shoe line. Write: Thom 
And it retains this unique “breathing” quality all McAn Safety Division, 25 W. 48rd St., N.Y. 36, N.Y. 
the life of the shoe. 
Sylflex is an exclusive new Dow Corning silicone 
process which has been called ‘‘the greatest advance 


in tanning of the past seventy years.” 
Consider all the other advantages you get with hom. 
Thom McAn Safety Shoes—rugged protection of 


steel toe boxes, our traditionally fine workmanship, SAFETY SHOES 


and quality leather. You’ll see why Thom McAn’s A Division of the Melville Shoe Corpor 
so good it’s the best-selling shoe in all America. ~ - 





© 1955 Melville Shoe Corporation 








Circle No. 15 on reader service card for more information 


AUGUST, 1955 





Among those admit- 
ted to the Turtle Club 
are these men who 
have been saved from 
severe or fatal injur- 
ies by their hard hats. 


Herman Paxton, Dravo 
Corp., Charleston, W. Va., sus- 
tained no _ serious injuries 
when hit on his safety hat by 
a section of broken boom 
cable. The hat took the force 


of the blow. 
She doesn't look like a menace. But you wonder, sometimes, whether 


your carefully-planned safety program gets her attention — whether L. E. Creeden, Union Oil Co. 


you really register with her. of Calif., Wilmington, Calif., 

was hit on the head by a 2” x 

4” timber that dropped seven 

Here’s one way to do it feet from some overhead lines. 
2 . Creeden’s hard hat prevented 

Put your safety message right in any injury. 

her hand, several times a day, 


on an AJAX Cup. Because then W. B. Caldwell, R. H. Bou- 


she’s relaxed, receptive, ready ligny, Inc., Charlotte, N. C., 
‘ ? was involved in a vehicle acci- 


to read. And you know the Na- dent. He was thrown for- 


i i d; his hard hat d 
AIAR® Cains — onc-pince, tional Safety Council says safety ward, Oo ner Hat drove 


through the windshield. Cald- 
well sustained small cuts and 
reduce your accident rate. bruises, but no other injuries. 


wedge-shaped, easy to hold messages that get read do help 
and drink from; in 4, 6 and 7 
oz. sizes; packed imprinted : : 
with assorted stock safety mes- She'll appreciate the conveni- . 
sages at no extra cost or your ence and comfort of clean, easy- Wilmer Goodson, American 
own message to order. Potash & Chemical Corp., 

ma to-drink-from AJAX Cups—and Trona, Calif., lost no time and 
AERO” Cups — for those they reduce the risk of transmit- had no injury when a 50-Ib. 
who prefer a flat-bottom cup; 


: i pulley dropped off a motor 
in 3, 4, 5 and 6 oz. sizes. Also ted infections, too. Any bubbler drive shaft and spun forward 


with stock safety messages or fountain is easily converted to into Goodson’s hard hat. 


your own message to order. : 
provide this protection. Ask 











Ronald Purcell was drilling 
for Sinclair Oil near Sexsmith, 
Alta., when a bucket of sand 
weighing 80 pounds fell 40 

GET THE FULL STORY feet from the top of a derrick 
Write us today for this new folder which and smacked into his hard hat. 
gives full details on imprinted AJAX and The terrific blow cracked a 
AERO Cups and equipment. disc in Purcell’s spine and 
brought about mouth injuries, 
all of which caused him to lose 
90 days’ work. He is alive to- 


: d ly b h 
United States Envelope Company | wearing anara hat atthe time 
General Offices: @ Springheld 2, Mass. of the accident. 


15 DIVISIONS FROM COAST TO COAST ; 
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your paper merchant about it. 





OCCUPATIONAL HAZARDS 





MIDDLE EAR 


OUTER EAR 


STIRRUP 


ROUND 
WINDOW 


INNER EAR 


iene _ clans 


_ OVAL WINDOW 


110) 1))))) 


| 


COCHLEA 


ORGAN OF CORTI 
| BASILAR MEMBRANE 


NERVE TO BRAIN 


A simple explanation of how we hear NOISE 


Today’s growing concern about industrial noise has turned 
the spotlight on the human ear, and an understanding of this 
wonderful and intricate mechanism (see insert drawing) is 
becoming a must for many safety directors. Although much 
has been published on the ear, we hope this simplified ex- 
planation will fill some gaps. 

The ear does a lot of work before we “hear.”” The OUTER 
EAR collects, funnels, and directs the sound waves. The 
MIDDLE EAR transmits them. The INNER EAR analyzes 
the frequency and intensity of the sound, then converts this 
information into nerve impulses that go to the brain. 

This hearing process is charted in color line symbols on the 
simplified schematic drawing above. The wavy line —~~ 
in the outer ear represents sound waves entering the auditory 
canal. As these waves reach the end of the canal, they strike 
the ear drum, causing it to vibrate. These vibrations ooc00e 
are picked up by the connecting hammer, anvil, and stirrup 
bones in the middle ear, and the message is transmitted to 
the oval window. 


M-S-A EARSAVER 


The pulsating action of the oval window, caused by the 
transmitted vibrations, moves the fluid ))))))))) in the cochlear 
canal of the inner ear. The varying pressure from the fluid 
displacement is accommodated by a flexible round window 
in the cochlea. 

The motion of the fluid in the cochlea stimulates the “hair 
cells” of the organ of Corti, a complex structure of sensory 
cells that rests on the basilar membrane. It is generally agreed 
that each of these “hair cells’ is tuned to particular fre- 
quencies. This means that when certain sounds reach the 
fluid of the cochlea, only those “hair cells’ tuned to the 
sound frequencies will respond. This stimulation originates 
impulses ~~» which are transmitted along the auditory 
nerve to the brain . . . and we hear! 

Because it is vital that industrial workers HEAR, but at 
the same time are safeguarded against noise that could be 
harmful, M°S-A has developed the ear protection devices 
shown below. We will be happy to give you complete details. 


Reprints of this ad are available on request. 


M-S-A NOISEFOE 


—Head-set suspen- 
sion type, easy to 
put on, take off. For 
intermittent entry in- 


M-S+A EAR DEFENDERS 


—Insert type. Provide 
effective closure of ear 
canal. Easily fitted, com- 
fortable. Three sizes as- 
sure comfortable fit. 


—Peaked cap as- 
sembly for persons 
exposed continu- 
ously to relatively 


high level noise. to noisy areas. 


MINE SAFETY APPLIANCES COMPANY 
201 North Braddock Avenue, Pittsburgh 8, Pa. 
At your Service: 76 Branch Offices in the United States 
MINE SAFETY APPLIANCES CO. OF CANADA, LTD. 
Toronto, Montreal, Calgary, Edmonton, Winnipeg, Vancouver, Sydney, N.S. 
Representatives in Principal Cities in Mexico, Central and South America 
Cable Address: “MINSAF” Pittsburgh 


Call the M-S-A man on your every safety problem . . . 
his job is to help you 
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Accident Stoppers 


A round-up of copyable 
safety and housekeeping ideas 





Gravity Stops Lathe Accidents 


(+) 
For Natural Fit— 
White Curved-Hand Gloves 


1. Natural curved hand shape 
gives more even wall thickness, 


re To stop accidents caused when workers inad- 
greater flexibility, comfort and 


vertentiy started lathes while the chuck wrench 
safety. was still in the chuck, B. F. Goodrich Chemical 

9. Rounded finger ends. Co.’s Avon Lake experimental station hooked up a 
5 simple limit switch to the lathe’s main switch. Be- 
3. Large thumb crotch area. fore the lathe will operate, the operator must first 
place his chuck wrench in the hinged holder. The 
weight of the chuck wrench causes the hinged 
holder to push down on the limit switch, closing 

5. Round fingers, roomy, flex- the circuit and allowing the lathe to be operated. 
ible. 


4. Natural shape thumb joint 
area. 


6. Concave palms. 


7. Large roll—less current Ww Ww Ww 


creepage. 


Your own serial numbers etched : ; 


nannies By installing this push but- 
ton switch, B. F. Goodrich 
Chemical Co.’s Avon Lake ex- 
perimental station has elimi- 
nated a major source of drill 
press accidents. The actuating 
arm of the press has three 
positions: forward, neutral 
and reverse. Formerly a 
worker might intend to throw 
the switch into neutral but in- 
LEATHER, PROTECT. INNER LINER stead push the arm too hard 
sion protection are sweat in summer and and kick the machine into re- 
tailored to fit over keep hands warm in 
rubber gloves. winter. verse. With the new switch, 
@ YOUR QUESTIONS on rubber the worker now has to hold 
glove care and testing are wel- the button depressed in order 
comed. They will be promptly to change from one direction 
answered by: 
to another. Moreover, any 
WH ITE RUBBER CO. movement of the arm without 
holding the button depressed 
results in stopping the ma- 
Circle No. 18 on reader service card. chine completely. 
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FOR INDUSTRIAL 


ACCIDENT PREVENTION 








DANGER) 
. HIGH - 
VOLTAGE 





THIS GATE MUST BE 

CLOSED BEFORE THE 

ELEVATOR CAN BE 
OPERATED 
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A FIRE 


— Oon’r — 
CLEAN -Oit- REPAIR 
MACHINERY 
WHILE IN MOTION 





WEAR GOGGLES 
atAR GOGGLES 
CHIPPING OR GRINDING 


Fi ¥ 





ONE OUT OF w 

WELP THE AA 

PROTECT YouR JOB | 
NO SMOHING 


oo ; POSITIVELY 
GHT PUT EVERY NO SMOKING 











Others are important for the protection they 
furnish, covering such features as Entrance, 
No Parking, Stop and similar warnings— 
listed as Miscellaneous: signs. 


STONEHOUSE SIGNS 


Whatever your hazard, warning or guidance 
requirements, there's a Stonehouse sign to 


There are many types of Stonehouse Signs. 
Most are worded to cover specific hazards, 
such as Eye and Goggle signs, Fire, Machine, 
Electrical, and so on. 


meet them. Shown in full color in our com- 
plete 64-page Catalog. 


owe It's sent free on request. 
gpl SIGNS, inc. MANUFACTURERS + Stonehouse Bldg., 9th at Larimer 


"Signs Since 1863” Denver 4, Colorado 
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new @ STOCK NO. 1676 WITH OIL-RESISTANT CREPE SOLE : 


Show this to the man who “won’t wear” safety shoes! It’s 
the ONE style every man owns—wears— wants. We’ve detailed 
it like the best loafers made—with rolled collar—piped moccasin 
seam—elastic side gores that make it fit like a slipper. The thick, 
sporty-looking sole is oil-resistant crepe — won’t spread out — 
won’t pick up chips — wears like iron. And it affords the same 
rugged toe protection as any Lehigh safety shoe. For year- 
round wear, it will help prevent off-the-job injuries and layups 


as well as those in the shop. 


Emmaus, Pa. 
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Going Down— 


SAFETY GOGGLES kept Augusta Cole, East- 
ern Malleable Iron Company Ider, from 
losing his sight. He was pouring metal 
when a sudden splash of hot iron was 
flung against his glasses. The company 
has gone more than 390 days without a 
lost-time accident. 





**Safety is a state of mind” 


Accident Frequency Drops 


From 42.0 to 0.0 in One Year! 


T HAPPENED at the Wilmington, Delaware, 

plant of Eastern Malleable Iron Company. 
Accident frequency rates plunged from 42.0 in 
1953 to zero in 1954. 

What was the cause? 

William H. Cantwell, managing director for 
the last three years, called on the Bible for an 
answer when he talked to an OcCUPATIONAL 
HAZARDS editor about it. 

“Where a man’s treasure is,” said Cantwell, 
“there will his heart be, also.” 

He meant simply that Eastern Malleable has 
been working on the idea that “safety is a state 
of mind.” The company long has supplied pro- 
tective equipment; now, it’s putting the empha- 
sis on teaching people to use that equipment as 
they should. 

Toward the end of 1953, Carmen Zaccaria was 
appointed to two jobs: that of safety director, 
and that of manager of employee relations. 

That appointment marked the beginning of 
the drive to build the thought of safety into the 
lives of Eastern Malleable employees. 

Zaccaria, as editor of the employee magazine, 
Malleable News-Castings, plugged for safety in 
every issue. 

“Just one more week,” he wrote in December, 
1954. “Let’s finish the year without a lost-time 
injury.” 

Eleven months before, he had editorialized on 
the fact that safety is a state of mind. He asked, 
“Have you ever stopped to think of the things 
that happen to you when you suffer an injury 
that keeps you away from your job. In nine 
cases out of ten we are careless because we 
really have never thought what an accident can 

Continued on page 47 





Figure | — Average time needed for 
workers to develop nodules 


Years exposed to dust 
/0 20- 


a Silicosis? Siderosis? 


Only one is compensable . . . 


The Kind Of Dust 


hee in an industrial plant, isn’t just light- 
weight dirt. It’s been a definite hazard to 
company pocketbooks ever since silicosis became 
compensable in the early 1930’s. 

What complicates the problem of dust is that, 
even on the basis of expert X-ray examinations, 
a man with perfectly sound lungs can be diag- 
nosed as having silicosis. The “roentgenograms,” 
or X-ray pictures, can show shadows on lungs 
when the shadows mean nothing more serious 
than siderosis. 

Okay—so what are silicosis and siderosis? 

Silicosis is the devil of the team. Siderosis is 
the angel with a dirty face. Silicosis is a lung 
disorder brought on by long exposure to dust 
that has a high content of silica—the stuff that 
goes into glass. Siderosis is a condition—it hardly 
can be called a disorder, since it ordinarily has no 
effect on the individual’s state of health—devel- 
oped by exposure to dust that has a high iron 
oxide content. 

A lot of medical work and research has gone 
into silicosis. Nevertheless, many people who 
should know better still lean toward quick and 
uninformed diagnosis simply because a worker 
who complains of pulmonary trouble or who 
shows a shadow on an X-ray plate has been 
exposed to dust with silica in it. 

That, in all likelihood, has been responsible 
for payment of a good number of unjustified 
compensation claims. After all, if silicosis can be 
diagnosed in error, and if the condition it can be 
confused with is entirely wanting in serious ef- 
fects, it almost certainly follows that awards 
have been made that have had no basis at all. 

Moreover, workers who have been told they 
have silicosis when they have not, may have been 
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Figure 2 — Millions of dust particles 
per cubic foot of air 


0% 25% = «50% 


we == Sefore installation 
of hydroblast 


om After installation 


Ma kes A Difference! of hydroblast 





led into thinking they were much sicker than 
they were. The old idea of mind over matter— 
it’s called “psychosomatic medicine” these days 
—is valid enough that misdiagnosis can make an 
invalid of a man when he really shouldn’t be. 

These things ran through the minds of the 
medical men at American Brake Shoe Company. 
The questions they raised became especially 
pointed when repeated X-ray examinations of 
company employees showed development of 
those shadows that might mean silicosis. 

American Brake Shoe doctors and hygienists 
went to work. 

They called in the Saranac Laboratory of 
Saranac Lake, New York. The laboratory took 
extensive samples of dust from the company 
foundry cleaning room—always a possible “hot 
spot” for contracting silicosis. 

The results were, in some respects, astonishing. 
In all respects, they were comforting. 

Records had been kept of employee exposure 
to dust. These records, summarized in Figure 1, 
indicated that over a period of time 46 men de- 
veloped what is known to the doctors as “nodula- 
tion”—shadows on the X-ray plates taken of 
their lungs. 

It required an average exposure of 25 years to 
the foundry dust before all 46 men showed well- 
defined nodules. Figure 3 points out how long it 
took various groups of them to show, on X-ray 
plates, possible symptoms of silicosis. 

There was one major difficulty: samples se- 
cured from the foundry by the Saranac Labora- 
tory indicated clearly that there simply wasn’t 
enough silica concentrated in the dust there to 
cause silicosis. 


Continued on next page 
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Figure 3 —— Time needed for workers exposed to dust to develop lung nodules 


Yeors of Percent of tested workers in each exposure level 
exposure 10% 20% 30% 40% 


| | | ‘“Men began to display 





nodulation too early .. . 


The dust might not be 





dangerous, but it was a 








nuisance.”’ 























A second point arose, too: the to air that matched in its dust The hydroblast removed 
46 men, most of them, began to content the air breathed by sand and scale from castings by 
display their nodulation too American Brake Shoe workers. hurling a mixture of sand and 
early — silicosis needs seven This exposure lasted eight water at high pressure (nozzle 
years or more to develop, often hours a day, six days a week. velocity, three miles per min- 
as long as 20 years. The sta- After about three years of such ute) at the metal being proc- 
tistics suggested by Figure 3 treatment, the animals were essed. It cut the amount of sili- 
indicated that much less than thoroughly examined. Not one ca in the air, yes—but the over- 
the normal time needed for sili- case of actual disease of the all total of dust remained about 
cosis to come to full flower had lungs was found. the same. 
been involved. Tests of air were taken which 

The X-rays covered a good The company wasn’t satis- developed the results indicated 
variety of employees: burners, fied. The dust in its six plants in Figure 2. 


grinders, others. They covered might not be dangerous, but it 


workers whose jobs had been was a nuisance. One conclusion developed 


fairly constant over a period of So a stepped-up program of from the long series of com- 
years—not workers who were good housekeeping was begun. pany tests means a good deal 
here today, gone tomorrow, Workers were given a bit to safety men and industrial 
back again next year. This stronger urging to have annual _ hygienists who have their own 
made sure that the employees chest X-rays taken at company _ dust problems to combat: many 
being checked had not acquired expense. Exhaust ventilation iron particles in the air were so 
their nodules in some other oc- fans were installed. In particu- small they were beyond the 
cupation. larly dusty areas, employees power of the optical equipment 
The atmospheric dust sam- were asked to wear masks or to test. The company medical 
ples were gathered in Six respirators. department consequently rec- 
American Brake Shoe Com- Back in 1943, it was thought ommended that a quantitative 
pany plants during a three- that the nodulation that show- _ analysis of the air be made, to 
year period. ? ed upon some workers’ X-rays determine the amount of iron 
Saranac Laboratory techni- resulted from the dust that was __in it; a standard dust count, the 
cians analyzed the dust chemi- present in sand on casting sur- department felt, was not 
cally, optically, and by X-rays. faces. A hydroblast was putin, enough. 
They exposed rabbits, guinea therefore, to clean the castings How take this quantitative 
pigs, and white rats to it. They _ hefore grinding operations analysis? It was done by 
ST the animals periodical-  ctarted. Continued on anes #2 
Analysis of the dust turned Figure 4 — Analysis of cleaning room dust 
out to be what is shown in Fig- 
ure 4. The dust was chiefly iron Iron Oxide 
oxide, but there were also small Y 


/nsoluble Corborundum 





amounts of silica and alumi- 
num oxide. Iron oxide and sili- 
ca came from castings; the alu- 
minum oxide was traceable to 
grinding wheels. 

The test animals, which were 
chosen because they react to 
dust in much the same way that 
human beings do, were exposed 
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Argus Cameras, Inc., 


proves that a 


Safety Suggestion System PAYS 


By Ola Gladys Hylton 


VERY SUGGESTION for safety made by an em- 

ployee of Argus Cameras, Inc., Ann Arbor, 
Michigan, is given the same treatment as one 
which might increase production. 

Argus makes it easy for employees to offer 
ideas by furnishing both a standard form for 
describing each suggestion and a “Suggestion 
Plan” booklet. Armed with both, the workers 
have no doubt about how to submit ideas, what 
happens to suggestions, and who determines 
awards. 

During 1954 Arthur F. Parker, Jr., suggestion 
plan manager, received 800 suggestions from the 
1,300 Argus employees. Fewer than 10% of these 
suggestions concerned safety alone; but many 
involved improved housekeeping practices or 
production methods that included safety fea- 
tures. 

Cash for ideas has been the practice at Argus 
for 15 years, although cash awards for safety 
suggestions have been offered only during the 
last 10. 

To keep safety ahead of accidents, Argus in 
1954 added a safety engineer, Robert E. Ross- 
bach, to its staff. He is employee relations 
manager, but gives half his time to safety 
problems. 


Continued on page 35 


A STANDARD FORM allows this Argus worker to write out 
her safety suggestion easily. Most safety suggestions earn 
$10 each, pay off for the company in lowered accident 
frequency and improved labor relations. 
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A PLANT rae 
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ACK INJURIES are averaging from 10% to 
20% or more of the total number of lost- 
time work injuries in American industry. Some 
industries have been reporting up to 40% of 
their compensation cases as involving some 
form of back injury. 

One out of six lost-time work injuries, based 
on the experience of three states and one Can- 
adian province, involved the back. 

In California alone, for example, there were 
nearly 29,000 on-the-job back injuries during 
1953, the last year for which compensation claim 
figures are available. 

About 70% (or 20,000) of those lost-time back 
injuries were traceable to strain or overexer- 
tion. “Most,” reports the Department of Indus- 
trial Relations, “were sustained in lifting.” 


Diagnosis Is 
Important Problem 


Maybe it’s time that safety men and plant 
managers began giving even more attention to 
lifting methods than they have given in the 
past. 

Not all the problem, of course, is related to 
actual numbers of back injury cases. Not all 
of it is related to failure to insist on correct lift- 


COMPENSSA TIO 


1% BACK oe NO 


ing practices. A good deal of the cost of com- 
pensation, as it is involved in back injuries, 
relates to the difficulties of diagnosis and treat- 
ment. 

Witness these sample cases, drawn from the 
files of several insurance companies, state com- 
pensation offices, and rehabilitation agencies; 
names used are fictitious, but events are not. 


No Physical Trouble— 
But His Back Really Hurts 


Edgar Manning was crossing the small rail- 
road yard that belonged to and was operated 
by the machinery manufacturer for which he 
worked. He slipped on a wet rail, fell, smashed 
the lower section of his back against a frog. 

The case was not contested; Manning was at 
work when the accident occurred, and was 
crossing the yard as part of his job. But: 

Examination by four different agencies over 
a period of a year and a half failed to reveal any 
injury to the worker’s spine. X-rays were re- 
peated at intervals; all were negative. 

Throughout the period, however, Manning 
was laid up, unable to work. Finally, a psychi- 
atrist was called in; he considered that the 
shock of the accident, with its temporary 
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17 BACK INJURY CASES CLASSIFIED ACCORDING TO 
PRE-EXISTING CONDITION AND LENGTH OF DISABILITY 


Number of 


Short 
Disability 


Claimants with 


earlier back trouble 12 


Claimants without 
earlier back trouble 20 


Data unavailable 2 


Cases 


Long 
Disability 


Percent of Cases 


Long Short 
Disability Disability 


eee eee eee een eeeeee 


26 31% 35% 


53 64% 


5% 


59% 


4 6% 


Of the 117 industrial back injury cases studied, 32.4% had pre-existing back trouble. 
The table shows, however, that earlier back trouble seems to have no effect on length. 
of disability following a second injury. 


COSTS SOARING.... 


UMBER ONE IN SIX AMONG 


bruises and a slight cut, had induced a genuine 
feeling of disability in Manning whether or not 
there were observable physical troubles. 

By the time the psychiatrist made his diag- 
nosis and began treatment, Manning was well 
confirmed in his conviction that his back hurt. 
As far as he was concerned, it did hurt; and he 
could not be challenged as a malingerer when 
he said he was unable to work. 

Manning still, four years after the accident, 
has not gone back to his job. Much of the time 
he spends in bed, part of it in a wheel chair. 
His compensation benefits have run on, and 
medical care has amounted to several thousand 
dollars. His wife has gone to work in order to 
eke out compensation benefits with a waitress’ 
income. 


“‘Mind Over Matter” 
May Control Back Cases 


Manning’s problem seems to be what doctors 
call “psychosomatic” — a disability produced 
more by mind than by physical condition, but 
nevertheless a genuine disability which has 
helped to push up compensation expense sub- 
stantially. 
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INDUSTRIAL INJURIES 


Enrico Paullada, a warehouseman, offers a 
somewhat similar history. 

Paullada—this was in 1940—lifted a case of 
oranges off the warehouse floor. The case 
weighed 120 pounds. Sudden, excruciating pain 
struck at the small of his back. He fell, and be- 
cause of the pain was unable to get up. 

An ambulance took Paullada to a hospital. 
Thereafter, over a period of 14 years, he en- 
dured 11 spinal operations and three cordotom- 
ies (a cordotomy is a surgical process which 
separates two portions of the spinal cord). He 
did occasional light clerical work on a spotty 
basis, and held a rather well-paid job as a sales- 
man for a short time. 

Altogether, Paullada has had 34 referee hear- 
ings and four compensation board hearings. His 
compensation benefits were exhausted long ago 
under a lump sum settlement of $5,600 which 
was arranged in 1946. 

To complicate matters, Paullada has devel- 
oped drug addiction as a result of his continuing 
pain. His most recent operation (in August, 
1954) has done nothing to relieve that pain. 

Psychiatric examination began in 1948, when 
a psychiatrist reported Paullada had “no seri- 
ous emotional disorder.” Later, a different psy- 
chiatrist found that “this patient is very ill 





This is the third in a series of articles on the reasons why compensation 
costs have been rising fast. 





emotionally.” Still a third psychiatrist attribut- 
ed the patient’s chief difficulties to the sexual 
impotency he had developed after his final 
operation. 

Doctors who handled Paullada’s case, like the 
psychiatrists, came to conflicting opinions. Un- 
fortunately, they had no opportunity (or took 
no opportunity) to discuss the case among 
themselves; each specialist worked on his own, 
with no more than the compensation case his- 
tory to guide him. 

“Rehabilitation would have been a less ex- 
pensive procedure,” concluded Dr. Henry H. 
Kessler of the Kessler Rehabilitation Institute, 
after he had gone over the case thoroughly. But 
real rehabilitation measures have never been 
adopted. 


Case Still Open 
After 12 Full Years 


In late 1943, when he was 38, Joseph Boticki, 
an anneal finisher in a copper mill, felt a severe 
back pain as he bent over a furnace pan. He 
was trying to pry up the pan coupling with an 
iron bar. 

The case was diagnosed as a strained back two 
days later. Boticki was hospitalized and given 
physical therapy for about three months. He 





FIGURE 2 
160 Back Injury Cases Classified 
By Type and Length of Disability 


Number of Cases 
Direct Indirect 
Injury Injury 
Short-term disability ...... 13 21 
(up to 37 weeks) 
Long-term disability 39 
(more than 149 weeks) 
All other cases....... 15 


Percent of Cases 
Direct Indirect 
Injury Injury 
Short-term disability 28% 
(up to 37 weeks) 
Long-term disability 52% 
(more than 149 weeks) 
ile Caer COSC... wissen, SOR 20% 


The table shows that long-term disability oc- 
curs no more often among indirect back injury 
cases than among direct injury cases, and so 
answers a long-standing argument among com- 
pensation experts. 











did not respond to the treatment, and was given 
a special corset and belt. In addition, he re- 
ceived drugs, deep X-ray therapy, nerve blocks, 
and procaine blocks for back muscles. He was 
operated on five times. 

Eleven years after the accident, Boticki was 
at work, but was still having trouble. Back pain, 
diarrhea, and constipation were alternating; 
radiating pains shot over his neck and should- 
ers. Boticki complained that his left knee was 
unstable and gave him no firm support. 

All told, Boticki lost perhaps a year of com- 
pensable time during the period from 1943 to 
early 1955. At last report, his case was still 
wide open, and no final settlement had been 
reached. He has been unable to work at his old 
job since the accident, but has worked for his 
original employer as a crane operator or at light 
jobs. 

Boticki’s case differed markedly from that of 
Paullada in one important respect: there was 
excellent cooperation among the doctors who 
treated him. Diagnosis was clear-cut; the orig- 
inal strain produced a spinal disc protusion, and 
recurrences took place in accordance with the 
frequent course of disc protrusion histories. 

Note that last: recurrences of the trouble 
Boticki experienced were considered reason- 
ably normal; they often occur in back injury 
cases involving herniated discs. That fact makes 
it doubly important for safety men to insist on 
working procedures that will help cut down 
back injuries —compensation cases involving 
such injuries may take a long, long time to 
close! 


Three Operations 
But No Lasting Relief 


A 49-year-old worker, John Storms, was lift- 
ing a heavy plank—bending over, according to 
the record, rather than letting his leg muscles 
do the work. Pain flashed through the lower 
part of his back. 

Storms remained at home for three months 
without securing relief. A spinal fusion was 
performed, but the pain continued. Storms was 
in and out of hospitals for the next three years. 
Two more operations were performed. 

Storms took to demerol to kill his pain. He 
became increasingly moody. Finally, he at- 
tempted suicide by taking barbiturates. All but 
three weeks of the year following this attempt, 
he spent in bed—still taking demerol in the ef- 
fort to relieve the pain. 

Continued on page 46 
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Proper eye protection, with 
plant-wide visual screening, 
slashed eye injuries 94% for 
this small plant. 
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number of cLraims DOWN 53% 
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MEDICAL PAID DOWN 55% 


What happened when eye 
and foot protection programs 
were combined is graphically 
shown at the right. 
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TOTAL CHARGES INCURRED DOWN 68% 


Eye and foot injuries can be reduced 


IN ANY SIZED PLANT 


ACK in 1952, 37% of the employees working 
at D. W. Onan and Sons, Inc., incurred eye 
injuries. There 355 such injuries reported. 

Within three months after inception of a 100 
safety glasses program, eye injuries dropped 
94%. 

Early in 1953 the company decided to require 
all employees — both shop and clerical — to 
wear safety glasses in production areas. Before 
putting the rule into.effect, however, Onan pur- 
chased a visual screener and checked the eyes 
of every worker. 

The safety glasses program went into high 
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gear in June. The rule requiring wearing of 
the glasses was enforced rigidly. Employees 
paid none of the costs unless prescription lenses 
were needed; even then Onan subsidized the 
cost up to $10—enough to cover almost all 
lenses, including bifocals. 

By September the program was complete. 
Three months later only 16 eye injuries had 
been reported. Compared to the 171 eye injuries 
that had occurred in the January-August period 
of 1953, these 16 injuries represented a reduction 
in frequency of 94%. In two of the cases, safety 

Continued on page 49 
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IVE YEARS ago, although dry chemical 

then was comparatively untested by the 
railroad industry, the Atlantic Coast Line stand- 
ardized on this type of extinguisher for use 
aboard all its diesel locomotives. 

Results, according to Chief Fire Prevention 
Engineer Robert G. Kooser, have been these: 

1. ACL has not had an insurance claim for 
fire damage to a diesel locomotive in three 
years, exclusive of fires resulting from wrecks. 

2. Since installation of dry chemical extin- 
guishers on diesels five years ago, insurance fire 
claims have amounted to only $451. During the 
preceding five-year period, fire claims amount- 
ed to $71,772. That’s a reduction of more than 
99%. 

3. ACL’s fire insurance rate is now the most 
favorable in its history. Ten to 15 years ago, 
says Robert Scott, the road’s director of safety 
and insurance, ACL was paying the highest 
blanket insurance rates in the industry. 

Although the railroad had only a few more 
than 200 diesel engines back in 1949 (it now has 


Atlantic Coast Line’s use of dry chemical 
extends to repair shops as well as loco- 
motives. 


iesel Fire Losses 


Slashed 99% 


564), they constituted a sizeable investment. 
To protect that investment the road appointed 
a special committee to study the problem of 
fire prevention and fire fighting. 


Three Diesel Fires 
Pointed Up Needs 


Fire protection then consisted of a small ex- 
tinguisher in each locomotive control cab and 
three larger extinguishers in each engine room. 
The inadequacy of this protection was driven 
home between November, 1943, and May, 1945, 
when ACL suffered three costly diesel fires, 
none the result of a wreck. 

The first of these occurred at Burroughs, 
Georgia, when brake shoe sparks apparently 
ignited leaking fuel oil, causing $20,778 worth of 
damage. 

In April, 1945, another diesel caught fire at 
Dyal, Florida, from unknown causes. The loss 
was $12,849. 
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FIRE FIGHTING 
EQUIPMENT 


SOUTH ROCKY wouNT 





THIS FIRE CAR, equipped with tools, hose, and foam, makes 
use of an old locomotive tender. The car can be moved fast 
to trestle, track, or other near-roadbed fires. 





FOAM SPRAY from the fire car hose rises in a cloud over 
a “show” fire staged by Atlantic Coast Line men. 


The third and most serious occurred at Kis- 
simmee, Florida, in May, 1945, when a diesel 
fire resulted in a $48,394 loss. 

The special fire committee recommended in- 
stallation of a 77-gallon stationary mechanical 
foam tank on every A and B passenger diesel 
unit. Four years later, in 1949, the committee 
again went into the problem and this time de- 
cided to standardize on dry chemical extin- 
guishers. 

Now, each ACL diesel A unit carries three 30- 
pound dry chemical extinguishers — one in the 
cab near the fireman, another in the passageway 
near the front end, the third in the opposite 
passageway near the rear end. The 77-gallon 
pre-mixed foam tank is mounted near the rear 
end, also. 

In all, the railroad used about 10,000 pounds 
of dry chemical last year. Approximately half 
of this was used training personnel in handling 
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extinguishers; the rest evidently was consumed 
in actual extinguishment of fires. 

A surprisingly large amount of dry chemical 
has been used in putting out hot box fires. Al- 
though dry chemical originally was not pre- 
pared for such use, train crews have developed 
their own techniques for controlling hot box 
fires with it. They knock down the flames with 
dry chemical, then remove the packing with a 
hook. 


Insurance Department 
Tested Dry Chemicals 


Before adopting the dry chemical extinguish- 
ers as standard, ACL’s insurance department 
made tests to check the effectiveness of dry 
chemical on burning electrical equipment and 
on diesel locomotives operating in high-speed 
service. 

Railroad engineers saturated a 10-horsepower 
electric motor with gasoline and lubricating oil, 
and ignited it. The motor was permitted to burn 
for a few moments while it was kept running; 
then the fire was extinguished with dry chem- 
ical. 

This procedure was repeated four times with 
the same motor. The engineers reported that, 
although it was completely doused with the 
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A CLOUD of dry chemical (especially treated baking soda) 
blots out a diesel fuel fire. In the five years since the ACL 
standardized on dry chemical for diesel engines, the road 
has had diesel fire claims of only $451. 


chemical, the motor continued to operate for 
the next 48 hours. 

Experience in practical service has served to 
prove the conclusion expressed by Chief Fire 
Prevention Engineer Kooser: “The dry chem- 
ical in the burned motor acted more as a lubri- 
cant than as an abrasive.” 


Continued on page 44 
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Cartoon art from Linde 
Air Products Company. 








FOR SAFE HANDLING AND STORAGE 


OF COMPRESSED GAS CYLINDERS 


By W. M. Halliday 


Consulting Engineer 


N UNDULY high proportion of industrial acci- 

dents arises from explosions involving port- 
able compressed gas storage cylinders. Such 
cylinders often are subject to severe handling 
and consequent damage both during transporta- 
tion and in the plant itself. 

Part of this may be due to the fact that 
cylinders generally are owned by the gas sup- 
plier. Since most users regard the supplier as 
solely responsible for cylinder inspection and 
maintenance, they sometimes use too little care 
in handling pressure vessels. The practical ef- 
fect of that is to increase accident hazards by 
weakening the cylinders. 

Furthermore, cylinders usually are not pro- 
vided with handles, strong loops, or slings. This 
is itself responsible for considerable mishan- 
dling and subsequent damage to the high- 
pressure gas containers. 

Most compressed gas cylinders are of steel 
construction, 9” outside diameter with a length 
of 342’ to 4’. The exterior is usually perfectly 
plain; at one end a valve outlet mechanism is 
screwed into a small flange. 

Gas is pumped into the cylinders under high 
pressure, which normally ranges between 1,200 
and 1,800 pounds per square inch. Cylinder 
walls are, of course, designed to withstand much 


OCCUPATIONAL HAZARDS e AUGUST 1955 


greater pressure, provided it is uniformly dis- 
tributed. 

Unfortunately, normal internal pressure fre- 
quently is increased to a dangerous degree by 
an outside load—as, for example, when cylin- 
ders are stacked one on top of another without 
adequate protection in between. 

In far too many plants, a hand truck or fork 
truck is provided that is unsuitable for holding 
cylinders safely. A truck having a flat top, or 
supplied with low sideboards, will not do. One 
wholly built from small wooden boards, or with 
weak casters or wheels, may be unable to sup- 
port the weight of a full load of cylinders. 

To insure maximum safety in transporting 
cylinders, each vessel should be rested in a V- 
shaped cradle built into the top of the truck. 

A series of cradles should be arranged, formed 
from bent channel iron, with the sides of the 
V opening faced with thick rubber to allow in- 
creased frictional grip. I have successfully used 
strips cut from worn car tires for this purpose. 

Metal end-boards should be set up to prevent 
cylinders from sliding within their cradles when 
the truck is taken up or down an incline. A 
clamping arm should be provided to lock cyl- 
inders in place. 

Where long distances have to be covered, it 
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“Hazards often go entirely unsuspected—yet 


risks can be avoided by very simple steps” 





will help to minimize accidents if truck height 
is kept not more than two feet from the ground. 
For hand trucks, long drawing handles should 


be provided to safeguard 
workers against sliding of the 
cylinders. 

About these same safety 
measures may be adopted for 
delivery trucks. Generally a 
flatbed truck is used. Cylin- 
ders often are piled on the bed 
without any attempt at order- 
ly stacking and lashing. They 
consequently are subject to 
considerable bumping and 
rolling, which may cause me- 
chanical damage and weaken- 
ing of walls. 

In many plants cylinders 
are unloaded without the aid 
of any lifting device. It is quite 
customary to see fully charged 
cylinders being rolled off the 
delivery truck, to drop four or 
five feet to the ground. Be- 
cause of cylinder weight, a fall 
of this height can produce a 
tremendous shock on the ves- 
sel’s walls — sufficient to in- 
duce extensive cracking, or to 
over-stress a localized area. 

In addition, the outlet valve 
mechanism on top of the cyl- 
inder may suffer serious dam- 
age as a result of this kind of 
unloading, so that the feeding 
efficiency of the cylinder is 
impaired. 

Even when a crane is avail- 
able for lifting gas cylinders, 
numerous risks may be in- 
curred. A metallic chain or 
wire may take a poor grip on 
the cylinders; and unless two 
slings are provided, one at 
each end, there will always 
be danger that the vessel be- 
ing lifted will slide out of its 
fastenings. 

If a chain or wire rope is 
employed to lift cylinders, the 


outside of the vessels should be tightly wrapped 
with canvas sacking, rubber, or other like mate- 
rial, to make sure the chain or rope can take a 


good grip. 


ay 





DON’T USE valve protection caps to 
hoist compressed gas cylinders. They‘re 
apt to pop off at the wrong time— 
and a 150-pound cylinder falling 
several feet can flatten a man into a 
human flapjack. 


cylinders. 


The greatest safety will be obtained, however, 


by use of a grab device made of metal. I have 
tried one consisting of two arms, pivoted to- 
gether in the center like scissors. At one end 


the arms are rounded so as to 
embrace the cylinder, while 
the opposite ends are linked 
together by loops of metal 
which can be passed over the 
crane hook. 

As the hook is drawn up- 
ward, the gripping ends of the 
arms automatically close over 
the cylinder. The gripping 
surfaces are serrated, or are 
lined with hard rubber, to ob- 
tain a firm hold. The width of 
the arms should be about 
equal to the cylinder diam- 
eter. 

Not only will a safe grip be 
obtained by such a device, but 
it will be impossible for a 
workman to overload it since 
only one cylinder at a time 
can be picked up. The device 
should be plainly marked to 
show its maximum lifting ca- 
pacity, and should be regular- 
ly examined for damage, wear, 
or weakness. 


Many unnecessary, yet seri- 
ous, hazards are associated 
with storing charged gas ves- 
sels, too. 

The most widespread meth- 
od scorns the use of any spe- 
cial facilities, and consists of 
simply dumping a mass of full 
cylinders in some out-of-the- 
way corner. Often no attempt 
is made to stack the vessels; 
they are allowed to lie in a 
disorderly and dangerous 
heap. 

Not only does this kind of 
storage mean risk to the con- 
tainers themselves, and to 
traffic about the plant, but the 
task of selecting and extract- 
ing a cylinder from the loose 
pile will be hazardous due to 


the possibility of dislodging other cylinders. 
Records indicate that a large number of acci- 
dents arise from haphazard storing of gas 


Continued on page 58 
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SAFETY SUGGESTIONS ... 
Continued from page 25 





Does a safety engineer de- 
prive workers of earnings for 
safety suggestions? Rossbach 
says no. Employees act as ad- 
ditional eyes for him, for the 
man on the job is the one most 
likely to come up with safety 
ideas. About 75% of all sug- 
gestions come from produc- 
tion workers. 

Cash awards for safety ideas 
benefit employee, supervisor, 
and management. 

Awards make the worker 
more safety-conscious. They 
increase his earnings. They 
inflate his ego. If his idea is 
accepted, he is given a write- 
up in the Argus Eyes, the 
company’s employee maga- 
zine; his personnel record is 
given a boost; he receives a 
certificate as well as the cash. 
Even though his idea may not 
be accepted, he is given credit 
for thinking of it. 

The suggestion system alerts 
the supervisor to hazards in 
his department. He is cred- 
ited with points (but no cash) 
for his own ideas and for sug- 
gestions made by his workers. 
These accumulated points 
help increase his pay and tend 
to lift him along to better jobs. 


System Saves Money— 
Increases Profits 


Management at Argus finds 
that the suggestion system has 
tied labor and management 
closer together. It has saved 
money — and so _ increased 
profits — by preventing acci- 
dents. 

Paying cash for safety ideas 
unrelated to production im- 
provements does present man- 
agement with these questions: 
How can the ideas be evalu- 
ated? How can their worth be 
measured? 

Argus is not wholly satisfied 
with its present measuring 
stick, but these are factors 
weighed in reaching a deci- 
sion: 
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1. How much of a hazard 
exists? 

2. How often does it exist— 
daily, hourly, constantly? 

3. Is it open to all workers 
or limited to a few? 

4. Is an accident likely to 
occur? How important an 
accident? 

5. Is fatigue related to the 
monotony of the job? Is it apt 
to cause an accident? 

The Argus suggestion plan 
is operated by Manager Par- 
ker and nine committee mem- 
bers. Five permanent mem- 
bers represent divisions: in- 
dustrial relations, standards 
and methods, production, 
plant management, and engi- 
neering. Four rotating mem- 
bers serve for one month each; 
two are chosen from the fore- 
man-supervisor group, and 
two from the employee group. 


Employee Remains 
Anonymous 


Once the employee writes 
his suggestion on the standard 
form (aided by his supervisor 
if necessary), he removes the 
stub bearing his identification 
number for his receipt. This 
allows the employee to re- 
main anonymous while his 
suggestion is being processed. 

The idea is assigned to an 
investigator for study and 
evaluation, then is submitted 
to the department head con- 
cerned before going on to the 
suggestion committee for final 
decision. 

If labor or material savings 
can be measured, the one who 
made the suggestion will re- 
ceive half the savings expect- 
ed during a six-month period, 
after the cost of applying his 
idea has been deducted. 

It is not unusual for two or 
more awards to be made with- 
in the same department. In a 
single recent month, four em- 
ployees in the same division 
were paid a total of $200 for 
their ideas. 

The system doesn’t prevent 
all accidents, for 60% of plant 
injuries result from careless- 
ness and apathy to danger. 
Safety Engineer Rossbach 
tries to counteract this apathy. 


He displays fresh safety 
posters at frequent intervals. 

He appeals to employees’ 
vanity (especially of women; 
36% of Argus employees are 
women) by encouraging them 
to wear well-styled safety 
caps. 

He alerts employees to the 
need for evacuating buildings 
in the quickest possible time 
during fire drills. 

One old building at the Ar- 
gus plant has a narrow stair- 
way down which employees 
once ran at the end of the 
work period. A safety sugges- 
tion has stopped this practice. 
Now, workers run down the 
first two or three steps, sud- 
denly catch sight of them- 
selves in a full-length mirror 
installed at the foot of the 
stairway, and slow down to 
look. 

A safety-conscious employ- 
ee is more likely to observe 
the hazard in another’s job 
than he is in his own. Invari- 
ably, about a week after an 
accident, the suggestion plan 
manager receives a safety idea 
from the department involved. 


Also Get Good 
Housekeeping Suggestions 


Good housekeeping com- 
bines with safety to be worth 
money to Argus. Suggestions 
like these have won cash 
awards: 

Repair the plant driveway 
to improve drainage. 

Use more care with insecti- 
cides in rest rooms. 

Install snuff-outs for cigar- 
ettes in rest rooms. 

Cover sharp radiator edges 
in men’s rest rooms. 

Pick up nails with a mag- 
net from the parking area. 

The minimum paid by Ar- 
gus for an idea is $5; the maxi- 
mum is $10,000. Most safety 
suggestions fall into the $10 
category and cost the com- 
pany considerably more than 
executives think they are 
worth, proportionately, for 
safety protection. But Sug- 
gestion Manager Parker says 
they do pay off in a big way in 
improved labor relations. e e 
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New Products.. 


| To obtain information on items described below, simply circle on the postcard | 
| contained in this issue, the key numbers of the items in which you are interested. 


YOU CAN BUILD your own safety 
hand rails with ease, using only 
simple tools, your own old 1%” 
piping and the cast aluminum 
joints and fixtures now available 
from Kloppenborg Aluminum 
Foundry. All your former prob- 
lems of angles, elevations, cor- 
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ners, bending, forming, threading 
and welding are completely elim- 
inated. These cast aluminum 
joints have hardened steel set 
screws designed for use with 
standard 1%” tubing or piping. 
Both single and double hand rails 
are simple to make. The 9 stand- 
ard joints have been designed to 
meet every guard rail require- 
ment. Number 8 and 9 are used 
on one rail wall mounting instal- 
lations. Number 2 joint is for 
2-rail installations. 


Circle No. 101 on reader service card 


EXECUTIVE SAFETY SPECTACLES, 
made by Watchemoket Optical 
Co., Inc., have interchangeable 
lenses which are snapped into 


place without tools, permit use of 
spectacles for several purposes. 
For impact protection, clear 
lenses are furnished; light green 
lenses are provided for sunlight 
and glare; and medium green 
lenses offer protection against ex- 


treme glare and brightest sun- 
light. All lenses optically perfect, 
made of shatterproof “Methacry- 
late”. One size fits anyone com- 
fortably because “Retrax” tem- 
ples slide in or out for easy ad- 
justment. 


Circle No. 102 on reader service card. 


FOR STAND-BY LIGHTING uses or 
for use as equipment for A-bomb 
shelter emergency equipment, 
“Radar-Lite” utility lantern has 
no separate battery case. Instead, 
the leakproof battery attaches di- 
rectly to a removable twin light 
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head with 2 simple insulated 
screw caps. No wires to hook up 
or battery spring contacts to 
make. Electrical circuit is com- 
pleted by metal frame of the light 
head. Adjustable sealed-beam 
spotlight can be tilted vertically 
135° for primary illumination. 
Movable red warning light, flash- 
ing over 50 times a minute, oper- 
ates off independent silver con- 
tact switch. Useful battery life is 
between 2% to 4 times greater 
than conventional 6-volt lantern 
battery. Makes excellent prize 
for your safety contests. Made by 
Burgess Battery Co. 


Circle No. 103 on reader service card 


A NEW LINE of “Prescription- 
eered” powdered industrial hand 
cleaners are available from Kutol 
Products, Inc. Each of the 7 dif- 
ferent types has been specially 
formulated to handle specific 
tasks, to cover all kinds of indus- 
trial cleansing problems. ‘“Su- 
preme” powder accepted by the 
Committee on Cosmetics of the 
AMA; “Miracle” designed for the 


especially tough cleaning jobs; 
“Golden” has ingredients com- 
bined to make rich lather in hot 
or cold, hard or soft water; “Pure” 


is particularly suitable to both 
office and factory workers; 
“Brisk” blend offers average of 
30% more usage per volume; and 
“Custom” is made especially on 
order. 


Circle No. 104 on reader service card. 


PROTECTION PLUS COMFORT is 
provided to linemen through 
wearing Miller Equipment Co., 
Inc’s. “Bak-Saver” lineman’s belt. 
With this belt, lineman can work 
higher on work and further out 
from pole without danger of fall- 
ing out of the saddle. Lightweight 
belt combines safety of standard 


belt with comfort of back support. 
Support portion of belt is made 
from high quality russet strap 
leather and is ventilated for cool- 
ness. “Bak-Saver” permits wear- 
ing belt in low, comfortable posi- 
tion, firmly supports tool weight, 
holds tool belt in proper position 
at all times. 


Circle No. 105 on reader service card. 


INFLATABLE SUIT offers protec- 
tion against both gas and liquid 
chemicals, overcomes both liquid 
penetration and gas_ seepage. 
Made by Standard Safety Equip- 
ment Co., “Emergency Suit” is 
inflated by air from an outside 
source, is maintained at constant, 
controlled air pressure _ inside 
garment. Air pressure slightly 
higher inside than outside pre- 
vents harmful fumes from enter- 
ing. Garment uses “Gra-Lite” 
fabric throughout for liquid pro- 
tection. Fabric is impervious to 
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Safety CAP has narrow brim at j 
sides and back, visor in front. f j. 
Weight 12-1/4 oz. 


Weight 14 oz. Chinstrap is optional. 


Outside, they’re FIBER GLASS 


Compression molded of glass fibers and polyester resins, Jackson Safety 
Hats and Caps are made of the same miraculous substance that’s sweeping 
the country in countless new applications. Combining lightness and resili- 
ence with toughness and strength, fiber glass provides the strongest 
protection per unit of weight. Strong, two-way ribbing on the crown, and 
heavy edges along the brim resist impact from all sides. 


—in your choice of COLORS 


For indentification of workers by trade, Jackson offers Safety Hats and 
Caps in grey, white, yellow, orange, green, blue and brown. Other colors 
may be furnished on quantity orders. 


Inside, a Jackson PLUS VALUE 


The headband of extruded plastic, 
far firmer than the usual headband 
materials, is durable, holds its shape, 
and gives better fit. It allows easy, 
yet positive individual fitting, is 
clearly marked off in hat sizes. A 
cork-lined sweatband adds comfort, 
is easy to replace. 
Hammock straps of webbing give 
adjustable support on top of the 
head and provide the required safe 
distance between head and hat shell. 
Headband and hammock straps button to the inside of the hat shell, 
leave ample room for all around ventilation. 


—tested for your protection 


They exceed the requirements of Federal Specification GGG-H-142b 
when tested for electrical resistance, impact, penetration, flammability, and 
water absorption. Their weight is well below the specified limit. 

Two of these tests are described at the right. 


ACCESSORIES... 


Chinstrap of adjustable elastic webbing (left) and “‘Winterizers’’: 
Colcap to protect the skull, Frigicap to protect the ears as well (right). 


Safety HAT has full brim for greater all around protection. 





impact Test ¢ Here, eight-pound ball, 
dropped five feet, measures the force of 
impact transmitted to the head of the 
wearer (here simulated by a wooden 
headform). Jackson Safety Hats with- 
stand this test well within the speci- 
fied limit. 


Penetration Test « 


Pointed steel 16-oz. 

plumb bob, dropped 

10 feet squarely onto 

center of hat crown, 

causes only slight 

a well be- 

ow the specified 

maximum. No dam- 

age is caused to headband and crown 
straps, nor to the wooden headform 
supporting the hat in this test. 


Slow Torture « Used regularly for quality 
control and close scrutiny of every com- 
ponent is Jackson’s own method of test- 
ing under hydraulic pressure. It proves 
Jackson Safety Hat superiority under 
sustained loads, hazards present in 
many occupations. 


SHCTH SON 


PRODUCTS, INC. 


WARREN-MICHIGAN 


Jackson Products, makers of arc-welding helmets, gas-welding goggles, grinding goggles and face shields, offers these combinations: 
SAFETY-CAP-AND-HELMETS + SAFETY-CAP-AND-GOGGLES + SAFETY-HAT-AND-FACE-SHIELDS 
Sold through Safety and Welding Supply Dealers throughout the World 


Circle No. 21 on reader service card for more information 
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3 1 ins: LONGER! 


, How 
vase: ¢ Much Will 
3 7 this Reduce 
Your Yearly 
GLOVE 


Cost? 
RUBBER OR COTTON 


THIS IS WHAT “‘WASH- RITE” DOES... 


Throw all your dirty, worn leather, rubber or cotton gloves in our 
steel drum. Ship to us. We correctly clean, sterilize, COMPLETELY 
REPAIR, sort, reshape, pair and ship them back to you as serv- 
iceable as new. Depending upon the gloves and their usage, 
gloves are being re-claimed by us 3 to 5 times. We specialize 
only in laboratory controlled re-claiming of rubber, leather and 
cotton gloves, aprons and clothing. Write for literature. 
10 Years of Proven Service 
YOUR GOODS FULLY INSURED ...WORK GUARANTEED 


1412-26 CORNELL AVENUE - INDIANAPOLIS 2, INDIANA 





Chemical Processing 
Vehicle Fueling 


Fire Fighting 

TRIPPING | egies 
° Production 

. and 
Loose, tangled hose is a tecenine 
major hazard especially hose 
when near stairs, is used! 


machinery, vehicles. 


Hundreds of 

standard types and 

sizes. Also, custom 

built to your specifications 


Make your plant safer, 
cleaner, more efficient 


© 1955 C.B.H.4S,, inc. 


WANNAy 


RIG. U.S. PAT. OF 


HOSE REELS 


CLIFFORD B. HANNAY & SON, Inc 
ESTERLO, NEw YO® 


Send me complete details on Hannay Hose Reels to be used for 








Name 
Company 


Address 
825 Main St. 


CLIFFORD B. HANNAY & SON, INC. waetccta, a. 


Circle No. 22 on reader service card for more information. 
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virtually all organic and most in- 
organic compounds, is up to 40% 
lighter than other materials and 
has high abrasion resistance. Spe- 
cial manufacturing process stops 
gas penetration through clothing 
seams. 


Circle No. 106 on reader service card. 


NON-SKID plastic abrasive com- 
position, made by American Ab- 
rasive Metals Co., resists oil, 
chemicals and weather. “Ferrox” 
material provides low cost cover- 


age—40’ to the gallon. Easy to 
apply. Just open the container 
and trowel onto floor. Especially 
suitable for concrete floors in 
washrooms, on ramps or plat- 
forms and around machine areas. 
Circle No. 107 on reader service card. 


A COMBINATION deodorant-de- 
tergent-sanitizer in liquid con- 
centrate form has been developed 
by Airkem, Inc. In deodorizing, 
“Adds” formulation does not de- 
pend on sanitizing action alone to 
kill odors. Included in Adds are 
basic counteractants with the re- 
sultant long duration deodorizing 
action. For cleansing properties, 
Adds utilizes a concentrated non- 
ionic synthetic detergent. 


Circle No. 124 on reader service card. 


TWIN-TOWEL DISPENSER kits for 
clamping on top of Bennett self- 
closing waste receptacles consist 


of 2 paper towel dispensers per- 
manently mounted to a bracket 
which provides a self-contained 
unit. Need only screw driver to 
clamp kit on top of waste recep- 
tacle. No drilling of holes. Dis- 
pensers eliminate steps from tow- 
el dispensers to waste receptacles, 
stop paper towel litter on wash- 
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room floors. Permits twice as HANDPUMPS provide safe, clean, 
many people to use facilities. and economical dispensing of 
Available in white enamel or liquids combined with “Flo-Trol” 
chrome finishes for single or 

double fold paper towels. 


Circle No. 108 on reader service card. 


WORKERS ENJOY wearing light- 
weight protective masks such as 
these manufactured by General 
Scientific Equipment Co. Made 
of soft rolled aluminum, masks 
are so pliable that they fit any 


device which stops drain-back of 
liquid, eliminates hazardous, cost- 
ly spillage. These 625 series “Flo- 
Master” hand pumps, made by 
Blackmer Pump Co., can be used 
in conjunction with an adjustable 
vacuum breaker to provide auto- 
matic “syphon-flow” for deliver- 


ing liquids from a drum to equip- : ed f «Ms we 
ment located below. a or mae 


Circle No. 110 on reader service card to assure full ub wearing for 

face shape. Designed for protec- full time protect 
tion against ordinary non-toxic a Only the GEN] has a resil- 
dusts and spray hazards. Can be ient, contoured stic headband 
worn with goggles. No metal DRESS-TYPE neoprene workshoe that shapes itself? to the head, 
touches the skin. These GS No. soles were developed by Gro- 
48A masks weigh less than % Cord Rubber Co. to fill needs of 
ounce. plant executives, safety men, 
Circle No. 109 on reader service card. foremen, etc., who must work in 


GENTEX safety 


exerting no prégsnre even after a 
full shift’s weap It’s lightweight 

. and cool under the hot- 
test sun. 





ects! Tough GEN- 
exceed all Federal 
well as standard 


LITTELL THEM carry recpers... ™© ee eT 


SAVE MONEY wea - = them toe 
safely feed blanks to Ne . fe che complete story 
SAVE FINGERS \ Oar [iese remarkable safety 





press from the safe 


SAVE HANDS distance of 14 inches 
—BY AIRi 


SAVE TIME Save those fingers 


WITH dependable air operated 
safety units by Littell 


AIR BLAST 


VALVES... ew LITTELL UNIT 


SHEET LIFTERS.. 


handle sheets of steel 
glass, plywood, boxes, 


arts safel 
* y cabinets, etc. Safely — 


with each stroke of 
the press—BY AIRI 


Save those hands. 


Write for FREE Catalog 


AIR DIVISION | Pisses ins Textile 


4171 RAVENSWOOD AVENUE = 
CHICAGO 13, ILLINOIS — ataeay Mi i] | 
oo ills, Inc. 


District Offices: DETROIT and CLEVELAND 
450- Seventh Ave. —N. Y. 1, N. Y. 


Circle No. 24 on reader service card for more information. Circle No. 25 on reader service card. 
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Avoid Costly 
Loading Dock 
Accidents . . . 


SAFETY CHOCKS 


Here is low-cost insurance for you 
against in menace loading wreck- 
age. For no matter how heavy the 
truck or the load, the STEINWACHS 
steel chock holds it immovable. 
All-welded steel makes the chock as 
strong as Hercules. Yet it is simple 
and easy to use, as demonstrated in 
the photo, fitted against 1 wheel. 
Performance tests proc] lai m the STEIN- 
WACHS' safety chock reliable in daily 
workout, a safety fact appreciated by 
various large users. Supply each truck 
with a pair. Avail yourself of this 
low-cost safety protection. Get at least 
a tryout pair of chocks into service at 
once. 


Outstanding Reasons Why You 
Can Rely on STEINWACHS’ 
SAFETY WHEEL CHOCKS... 








- Welded Steel Throughout—All sect 
indivisibly united for 
sate ty! 
1-Pc. Steel Tread-Pl 


'- ted High-Vi i 
to see—anti-collisi 
dusk! 

. Steel Frame Prevents Peeling 
ed Edges—Designed 
with tire durability! 

. Safety Value PROVED 
tested and use-approved 
known industrial plan 
200 chocks maintained f 

- Handles with Ease—Axc 
to wheel! Height—8’’. We 

. Included in Our Guarant 
returned for full credit if 
thing that you expect! 


CATALOG NO. 3355 
PRICE $7. ve EACH 


—Packed 2 Carton 
Shipping Wel zh 
18 s 
Shipped F.C 
Buffal 
TERMS 


Steinwachs’ Safety Supply 

— MANNFACTURERS ——— 

1573 South Park Ave. Buffalo 20, N. Y. 
Telephone SOuth 3112 


Circle No. 26 on reader service card. 








both office and plant and who 
need the kind of shoe sole that 
still looks dressy after withstand- 
ing plant conditions. ‘‘Neo- 
Nuclear” soles fill out line of Gro- 
Cord’s industrial neoprene shoe 
soles. 
Circle No. 111 on reader service card 


INDUSTRIAL DERMATITIS is easily 
controlled through use of “Pro- 
tective Skin-Coat” which devel- 
ops a protective barrier which 


prevents infectious materials 
from penetrating pores of the 
skin. Made by Gojer, Inc., “Go- 
Jo” has siliconized formula that 
gives double effectiveness at no 
added cost. Upon application, 
skin-coat protects like an invisi- 
ble glove, stopping penetration of 
dirt, paint, inks, adhesives, de- 
tergents, etc. Free test informa- 
tion is available. 


Circle No. 112 on reader service card 


POSITIVE-LOCKING safety crane 
hooks, drop forged of chrome 
nickel steel, cannot open during 


use, even under swinging loads. 
Made in Sweden and imported by 
Walpole Co., Inc., the crane hooks 
are available in 3 and 10-ton sizes. 
Hooks are designed so that body 
of hook completely encloses sling 
at all times. Pressure of sling 
forces open side of body to close 
completely. Spring-loaded safety 
catch makes positive lock at neck. 
Safety catch easily released by 
operator. Guaranteed with a safe- 
ty factor of 4. Open view at left, 
closed at right. 


Circle No. 113 on reader service card. 


AN EXTENSION LADDER that can 
be quickly converted to an “A” 
type ladder by simply pulling 
bottom fly section from the butt 


ladder is produced by Aluminum 
Ladder Co. This “Alco-Lite” 
combination ladder has an auto- 
matic locking device which pre- 
vents ladder from closing when 
used as an “A” ladder. Adjust- 
able rubber-tipped outriggers are 
attached to ladder serving to sta- 
bilize “A” ladder. Non-sparking 
ladders incorporate 1” tubular 
corrugated aluminum rungs per- 
manently secured to side rails. 


Circle No. 114 on reader service card. 


INDUSTRIAL GLOVES of flock-lined 
neoprene not only give wearer 
maximum comfort while being 


worn, but also assure non-slip 
grip through molded grip on fin- 
gers and palm. Made by Pioneer 
Rubber Co., the “Stanzoil NS-35” 
gloves feature a lining of thou- 
sands of cotton particles bonded 
to the inside of the Du Pont 
milled neoprene outer glove. 


Circle No. 115 on reader service card. 


EMERGENCY CARS have wide ap- 
plication because standard 115” 
wheel base allows great maneu- 
verability even in heavy traffic. 


rh 


Offers all operating qualities of 
1955 Ford automobiles, plus low 
first-cost and operating econo- 
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[Bishi 


30 Years of QUALITY 
INDUSTRIAL 
Safety EQUIPMENT 


CHOICE OF EXPERIENCE 
You are looking at the Finest Qual- 
ity Bashlin Industrial Harness of 
Cotton Webbing-—sewn with nylon 
thread. 

A COMPLETE LINE 
Bashlin’s Industrial Line of Safety 
Belts and Harnesses includes the 
correct equipment for your require- 
ment. Below, one of Bashlin’s many 
all-leather holsters. Also complete 
linemen’s equipment—a _ Bashlin 
feature. 


You Can't Afford Anything 
LESS Than the BEST— 
@ay BASHLIN 
Highest Quality For Over 30 Years 
Distributors in Strategic Areas in U.S.A. 


Export: Copperweld Steel International 
In Canapa: Bell Electrocord Inc., Ltd., Toronto 


Ask for... 
CATALOG NO. 54-S 


WM. BASHLIN CO. 


GROVE CITY, PA 





Circle No. 27 on reader service card. 
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mies. Custom model of “Centen- 
nial” series uses deluxe fittings 
and interiors. Standard model 
represents real economy in emer- 
gency vehicles; is equipped with 
a cot and felt mattress, folding 
attendant seat, first aid cabinet 
and siren. Complete specifications 
available from Siebert Associates, 
Inc. 


Circle No. 116 on reader service card 


TESTED FOR SAFETY in all types 
of washroom fixtures, Associated 
Just Distributors’ “Out” cleaner 
and disinfectant handles 4 jobs in 
1; Cleaning; disinfecting; sanitiz- 
ing; and deodorizing. No gloves 
or special handling required. This 
blue-colored liquid cleaner is 


packed in half-gallon and gallon 
jugs which have especially wide 
mouths, permitting mops to be 
dipped directly into the cleaner. 
Disinfectant qualities of “Out” 
keep mop sanitary. Jugs equip- 
ped with convenient carrying 
handle. No poison label needed 
on cleaner. 


Circle No. 117 on reader service card 


POSITIVE CRANE SAFETY can be 
assured by stopping boom back- 
lash caused by sudden loss of the 


load through installation of 
“Boomsnub” hydraulic cushions 
on your crane. With cushion de- 
vices, momentum of recoil is hy- 
draulically stopped within 2 or 3° 
of boom rotation, preventing 





Gets a Good 
Grip on the 
Ground 


... and prevents ladders 





from slipping and sliding 





When a ladder rests on wood 
surface or on the ground, you can 
prevent it from hazardous slipping 
and sliding that may cause injuries 
to employees, if you fit the ladder 
with Diamond Point Ladder Shoes. 

This is especially true where 
the ladder must be mounted on 
uneven terrain. The sharp Diamond 
Points anchor the ladder in posi- 
tion so that employees can work 
in full confidence that the ladder 
will not slip. 

Diamond Point Ladder Shoes 
are made of 1% inch steel, %” 
thick with case hardened points 
that can be depended upon for 
long, satisfactory service. 

Diamond Point Ladder Shoes 
are easy to mount on the ladder 
all you do is drill the holes in the 
ladder and bolt the shoe on. Bolts 
are furnished with the shoes. 

For further information and 
prices, write SAFETY FIRST 
SUPPLY CO., 425 Magee Street, 
Pittsburgh 19, Pa. 


DIAMOND POINT 
LADDER SHOES 


Circle No. 28 on reader service card 
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Circle No. 29 on reader service card for more information. 


HAWS EYE-WASH 


FOUNTAINS 


Even though summoned medical aid arrives 
as rapidly as possible, time elapsing between 
occurence of eye accidents and a physician's 
care is too often the period when permanent 


harm is done. 


Bridge this “danger period” with HAWS Emergency Eye- 
Wash Fountains that permit injured work- 
ers instantaneously to wash injurious mat- 
ter from their eyes with clear water at safe 


controlled pressure. 


Available with HAWS Drench Shower At- 
tachment to form an “emergency first aid 
station” for your employees’ protection. All 
HAWS Safety Equipment is designed and 
manufactured in cooperation with leading 


safety engineers. 


Write for full details today! 
DRINKING FAUCET CO. 


1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIF. 





NO PLACE TO LAND! 


MOSQUITOES, ticks, chiggers, a// 
biting insects have no place to land when 
your workers use PELLENT. Three 
types: Osntment for regular use... 
Cream that won't sweat out, only soap 
and water will remove... Spray for 
clothing. PELLENT does not stain... 
lasts for hours! Unit 204A Ointment 
(6% oz.) .. . $0.60, Unit 205AA Cream 
(2 oz. plastic) . . . $1.00, No. 320 Pel- 
lent Spray (5 oz.) 

..- $1.00. Order 

from your MSco 

distributor today. 


MEDICAL SUPPLY COMPANY 
Rockford, Ill., In Canada, it’s Safety Supply Co, 


Circle No. 30 on reader service card 





PROBLEM 


| 


"Noise 


\ 
O\ Ya = : 


MECHANICAL hearing protector 
NOT AN EAR PLUG 


Inner valve actuated by sound pressure 
automatically controls sound entering 
ear; removes harm from noise without 
interfering with conversation or normal 
air circulation. 
INSURES AGAINST HEARING LOSS 
HEAR WITHOUT REMOVING FROM EARS 
A SUPERIOR SAFETY DEVICE 
IN EFFECT, A PROTECTIVE EAR DRUM 
TINY, COMFORTABLE, DURABLE 
EASILY CLEANED . . . NON TOXIC 
ACCLAIMED . . . RECOMMENDED BY 
EMINENT EAR SPECIALISTS 


Send tor FREE literature. 


Sigma Engineering Compan ry 


149) VINE ST. LOS ANGELES 28, CALIF 


Circle No. 31 on reader service card. 





block and hook throw. Eliminates 
rigging failure. Made by Boom- 
snub Co., the devices are avail- 
able for all sizes and types of 
cranes, do not hamper crane op- 
eration or obstruct operator’s 
view. 


Circle No. 118 on reader service card. 


STAIR CLIMBING HAND TRUCKS 
are equipped with a power ratch- 
et drive for ascending stairs and 
with 2-wheel brakes for safely 


descending stairs and ramps. 
Power drive removes strain from 
worker’s back when he moves 
heavy loads up a stairway. Safety 
brakes prevent possibility of load 
getting away from the operator. 
“Stair Cart,’ made by Valley 
Craft Products, Inc., is equipped 
with pneumatic tires. Six dif- 
ferent models available. 


Circle No. 119 on reader service card. 


MULTI-PURPOSE GERMICIDE, made 
by C. B. Dolge Co., has the frag- 
rance of meadow mint. Combines 
pleasantness with effective ger- 
micidal properties and refined 
deodorizing action. Recommended 
for general disinfecting and de- 
odorizing, ‘“Mintol” dilutes eco- 
nomically: 1/100 parts of water 
for disinfecting; 1/200 parts for 
deodorizing. Successfully met test 
on S. Cholerasuis in accordance 
with current Food & Drug Admin. 
testing methods; was awarded a 
coefficient of 9. 


Circle No. 120 on reader service card. 


MERCURY VAPOR DETECTOR oper- 
ates continuously without atten- 
tion, works on the principle that 
selenium sulphide coated paper 
darkens in presence of mercury 
vapor. Roll of mercury-sensitive 
paper is kept at constant temper- 
ature within detector. If mercury 
vapor is in atmosphere, the paper 
will gradually darken in propor- 
tion to the amount of vapor in the 
air, and the length of exposure. 
Calibrated chart provided with 
each detector has horizontal scale 


OCCUPATIONAL HAZARDS 





showing 6 shades of grey for 
matching exposed paper, and a 
vertical scale giving concentra- 


tions of mercury vapor in parts 
per 100 million parts of air for 
exposure periods from 1 to 24 
hours. Made by Sunshine Scien- 
tific Instrument. 


Circle No. 121 on reader service card. 


FIBER GLASS LADDERS that are 
light, strong, durable and elec- 
trically non-conductive combine 
fiber glass reinforced plastic with 
balsa wood core and magnesium 
or aluminum rungs. Made by Put- 
nam Rolling Ladder Co., ladders 
are available in both straight and 
extension styles. Strength-to- 


weight ratios exceed those of 
most metals and durability ex- 
ceeds that of wood due to superior 
resistance to chemicals, heat and 
water. All single and extension 
ladders are equipped with “Safe- 
Hi” shoes. 


Circle No. 122 on reader service card 


AEROSOL INSECTICIDE combines 
fast-killing properties with plea- 
sant odors. Airkem, Inc.’s insec- 
ticide contains “Strobane” as its 
primary lethal component. Has 


INSECTICIDE 


leaves pieasaat 00 


good residual potency. Airkem 
combined insecticide with odor 
counteractants based on proven 
deodorant principles. Insures neu- 
tralization of end odors. 


Circle No. 123 on reader service card. 








SAFETY CAMPAIGN KIT 


600 ::::; RIBBONS 
Safety 
IMPRINTED WITH CATCHY SAFETY 


SLOGANS 


50 each of 12 different illustrated safety slogans. 
Guaranteed action: If you don’t find at least one use 
for these attractive 6” x 2” ribbons in 30 days return 
them and get your money back. Pins included. 


Price complete $40.00 





NEW BOOK! 
“A GUIDE TO 
SAFETY PROMOTION” 


Jam-packed with safety campaign plans and 
ideas. Contents include: How to plan safety 
campaigns; How to run a safety contest; 
Safety novelties, gimmicks, etc. Write for 
your copy now. 











ORGANIZATION SERVICES 


10200 Grand River— Detroit 4, Mich. 


Write for new FREE catalog — 
“Items & Ideas For all Events” 
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aes, 
MARTINDALE 
a 


PROTECTIVE MASKS 


PLACE HEAD 
jBAND WELL 
/UP AROUND 
HEAD TO KEEP 
FROM SLIP 
PING DOWN 


PRESS NOSE 
TABS IN CLOSE 
AGAINST FACE 
TO HOLD PAD 
AGAINST THE 
NOSTRILS 


PRESS EDGES 
OF FACE PLATE 
DOWN TO FIT 


FACE SNUGLY 


Weigh less than ¥ ounce. Excellent Protection 
against non-toxic dusts except free silica. Re- 
placeable cotton pads are inexpensive and 
sanitary. 
Martindale Protective Masks ........ $.30 ea 
No. 1 Refills (Standard weight) ...... .02 ea. 
No. 2 Refills (heavyweight) 0244 ea. 
Masks packed individually. Refills packed 25 
to envelope. No. 2 (heavyweight) Refills con- 
tain twice as much filtering cotton as No. 1 
DISCOUNTS 
Less than $10.00 list 
$10.00 to $24.99 list 
$25.00 to $99.99 list 
$100.00 and over 
Minimum, charge account or C.O.D. ......$2. 
Minimum, cash with order .... $1.00 
We pay delivery charges on Cash Orders. 
Send for 64-page Catalog No. 30 of 
Maintenance, Production and 
Safety Equipment. 


MARTINDALE ELECTRIC CO. 


1311 Hird Ave, Cleveland 7, Ohio 
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DUST COLLECTORS 


A size and model to solve any dust collect- 
ing problem, Torit collectors provide com- 
plete, all-around dust control. Torit col- 
lectors are unitized for custom installation 
on each machine, giving power and suction 
only when machine is operating. Keeps 
plant and machines free from clogging and 
unsightly dust. Furthermore, cleaned and 
filtered air is exhausted back into the room 
maintaining heat balance. Find out now 
how Torit ‘unitized dust control is engi- 
neered to your problems. 


See our catalog in Sweet's 
Machine Tool File, or write: 


MANUFACTURING CO. 


311 Walnut Street @ St. Paul 2, Minn. 
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DIESEL FIRE LOSSES... 


Continued from page 31 


Recent years have brought 
numerous changes to the rail- 
road’s over-all fire protection 
program — changes that have 
had to keep pace with altera- 
tions in the Southeast. 

Farmers have diversified 
their crops. There is less 
hauling of cotton — which has 
lowered fire hazards for the 
road. 


Steam locomotives have 
gone with the wind — and the 
number of right-of-way fires 
has sharply fallen. There are 
few sparks to start such fires. 

On the other hand, the 
Southeast has become more 
and more industrialized—and 
the ACL has been handling 
more dangerous cargos, such 
as volatile plastics, chemicals, 
and gases. 

As the speed of trains has 
increased, so has the number 
of hot box fires. 





PUTOMATION 


Automation is widely dectaiméd for fdéture industrigl 
economy, saying time-and manpewer. Actyélly, Auto- 
matioh is with-us today; the simple inexpensive horn 
illustrated, can save-time_and matipower by“calling 
people to the nearest phone, by warning that certain 
automatic indusfrial_processes are~completed or by 
warning of a situation involving hazard to the plant 


or employees. 


Whether or not you are investing in complicated elec- 
tronic equipment for future production savings, don’t 
overlook the present; right now electric sirens, horns 
and bells are available for immediate delivery; they 
involve minimum installation expense and can save 
you considerable time and money. 


You are putting the cart before the horse if you 
haven’t investigated and installed modern signalling 
equipment. Write today for literature on industrial 


signals. 


id4)3 RAL formerly: Federal Enterprises, Inc, 


Corporation 


8735 S. State St., Chicago 19, Ili. 
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Diesel engines (the ACL is 
almost entirely dieselized 
now) are far more susceptible 
to total destruction than were 
steam locomotives. 


Diesilization has produced 
a shut-down of many small 
repair shops. Consolidation of 
these shops has increased the 
possibility of crippling the 
road through one major fire in 
a single repair facility. 


Fire Protection Education 
Given To All Employees 


To forestall any such crip- 
pling calamity, the ACL has 
gone into an intensive pro- 
gram of fire protection educa- 
tion that embraces every em- 
ployee. The program is ad- 
ministered by Chief Fire Pre- 
vention Engineer Kooser, un- 
der the supervision of Robert 
Scott, director of safety and 
insurance, and of W. J. Mat- 
hias, superintendent of insur- 
ance. 


Basis of the program is good 
housekeeping. To drive home 
the importance of this point, 
ACL’s slogan, “A Clean Place 
Seldom Burns,” is displayed 
throughout the system—in re- 
pair shops, on bulletin boards, 
near dangerous hazards. 


Second point in the program 
is the establishment of trained 
fire brigades in all shops and 
repair facilities. Every shift 
has its own brigade, so that 
adequate fire protection is 
available 24 hours a day. 


Hazards that may lead to 
fires are inspected weekly by 
brigade chiefs and their as- 
sistants, and are subject any 
time to spot checks by Kooser 
and his staff. 


The railroad holds fire 
schools every year to train 
new employees in handling all 
types of extinguishers. Older 
employees are required to at- 
tend, too, to keep them up-to- 
date in their fire-fighting 
knowledge. The ACL has a 
special diesel instruction car; 
training in fire prevention and 
fire protection is a vital part 
of the education the car pro- 
vides. 
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To maintain close relation- 
ship with the 782 towns served 
by ACL, Kooser and his as- 
sistants visit every one at least 
once each year, conferring 
with local fire chiefs and ex- 
plaining the problem of rail- 
road fire protection. 

This thorough attention to 
municipal fire-fighting forces 
has paid off well when local 
departments have answered 
calls in the road’s diesel shops 
or along the right-of-way. 
Town fire chiefs and their men 
are invited to attend the ACL 
fire schools, which are scat- 
tered around the system at 
many different points. 


Because dry chemical fire 
equipment is used not only on 
diesels, but also for protection 
of fueling stations, repair 
shops, and motorized units 
such as tractors and cranes, 
each fire school devotes con- 
siderable time to handling of 
dry chemical extinguishers. 


First Eliminate Fear Of 
Working With Chemicals 


“First thing we do,” Kooser 
says, “is to eliminate some of 
the men’s natural fear of 
working with chemicals. To 
prove that dry chemical is 
harmless, we publicly taste 
and swallow some of the pow- 
der. When they see we don’t 
keel over dead, half our job is 
done.” 

Next, the men are taught 
they are more important than 
machines. They are shown 
how they can create a shield 
against the heat by spraying 
dry chemical into the air in 
front of them. This absorbs 
most of the heat, so that it is 
possible for a man to break out 
of a circle of fire if he finds 
himself trapped. 

The men are instructed, too, 
to direct the chemical stream 
toward the forward edge of 
flames and to sweep it back 
toward the source of the fire 
with a rapid side-to-side mo- 
tion. A blanket of dry chem- 
ical over the burning area is 
formed, and the fire goes out. 


Since fires in flammable 
liquids sometimes re-flash, 
ACL men are taught never to 
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turn their backs on a fire even 
after it is extinguished, but to 
back away from it instead. If 
a re-flash does occur, they are 
ready to handle it. 

The entire fire-fighting and 
fire-protection program is giv- 
en solid backing by top man- 
agement at the Atlantic Coast 
Line headquarters, Wilming- 
ton, North Carolina. And that, 
of course, has been one of the 
main secrets of the program’s 
success. @ e 








Aluminum hazard .. . 

A worker was using a long 
aluminum pole. It touched an 
overhead power line. The 
worker died. ‘This,’ reports 
the Industrial Indemnity Com- 
pany, “‘is only one of a series of 
similar accidents. Unlike wood, 
aluminum is a perfect conduc- 
tor of electricity... And the 
safety engineering department 
warns company policyholders to 
use special care in handling 
aluminum equipment wherever 
an electrical contact may occur. 











‘THOSE IN THE KNOW 
... PREFER 


Install K-LENS-M Lens Clean- 
ing and Anti-Fogging Stations 
for clean, clear vision . . . for 
all types of safety eyewear, 
glass or plastic. 

More Efficient—Lower Cost 
Send company letterhead for 
FREE sample and complete in- — 
formation. 


The Acknowledged Leader in the Lens Cleaning Field 


the WILKINS co., inc 


Cortland 3, N. Y. 
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COMPENSATION ... 
Continued from page 26 


The suggestion that Storms 
be given comprehensive psy- 
chiatric treatment was met 
with suspicion by the patient 
himself. He was convinced 
that the doctors thought his 
case was pure imagination, 
and nothing more. Ultimate- 
ly, however, he did consent to 


have psychiatric treatment; 
and by 1953—several years af- 
ter the accident had taken 
place—he was able to drive 
satisfactorily, although he 
was not back at work. 


Two Thirds of 
Cases Psychological 

A study made by the Har- 
vard Medical School, support- 
ed by a grant from the Amer- 
ican Mutual Liability Insur- 
ance Company, indicated that 





NOW! REDESIGNED DAVIS 


D-CARTONS IN SEALED, SANITARY 


WRAP, WITH EASY-T0-OPEN 


RED PULL TAB! 


Just pull the red tab to unwrap. 





ln 
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COMPRESS 
2 BANDAGE ComPREssES | 


ADHESIVE SANDAGES 


4 & BANDAGE 


BAND-AID 


Trade Mark 

Plastic Strips -with “‘Super-Stick” 
now available in Davis D-Cartons and 
kits when desired with these advan- 
tages: (1) a new cushion pad of Red 
Cross cotton covered with surgical 
gauze; (2) all four edges of gauze are 
folded under, free from loose threads, 
and (3) handy new tab lift, shown at 
right. Fingers never touch pad. 


SAFE TY 


PP ‘ 


The continuous red line 
across the face of the 
D-Carton shows that 
none of the cartons has 
been opened. 


A break in the red line, 
as at the third carton 
in the illustration, sig- 
nals that they have been 
opened and should be 
checked for replace- 
ment before the con- 
tents have been used up. 


a 


DIVISION 


59 Halleck St., Newark 4, N. J. 
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out of 36 back injury cases 
selected at random for close 
review, 24 involved psycho- 
logical factors. The four phy- 
sicians who undertook the 
study agreed, among other 
conclusions, that compensa- 
tion which depends on the 
continuation of symptoms in- 
creases the difficulty of suc- 
cessful medical care. The doc- 
tors joined in a recommenda- 
tion that existing “industrial 
accident laws and policies” be 
changed to get around the 
problem. The period of time 
for which compensation bene- 
fits will be paid constantly is 
being increased. In some 
states, medical benefits are al- 
ready available without limit, 
precisely as they are in the 
Canadian province of Ontario. 

At the same time, second in- 
jury laws have been broad- 
ened, with a consequent in- 
crease in cost to compensation 
insurance carriers and a con- 
sequent increase in costs to 
employers. Further, amounts 
of weekly benefits and of 
lump sum settlements have 
been substantially boosted in 
most states. 


Use Figures 
With Local Laws 


These facts all have an im- 
portant bearing on the mean- 
ing of Figures 1 and 2, which 
analyze a number of typical 
back injury cases according 
to length of disability and 
pre-existing back trouble. Go 
over the figures; consider 
them in the light of your own 
state’s compensation laws — 
you'll gain a pretty fair idea 
of why back injuries are help- 
ing to make compensation 
costs soar, and why a safety 
program designed to cut down 
the number of those injuries 
means dollars and cents to 
your own company. e e 


For some of the data on 
which this article is based, 
thanks are due the Liberty 
Mutual Insurance Company, 
the Menninger Foundation, 
and the Commerce & Indus- 
try Association of New 
York. 
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FREQUENCY DROPS... 


Continued from page 21 


mean to us individually—loss 
of pay, disability, family hard- 
ships, loss of earning power, 
reduced savings, personal dis- 
comfort. 

“Carelessness and failure to 
wear safety equipment will 
stop only when each of us 
realizes that we might be in 
the very next accident — and 
that a single second of care- 
lessness might be the cause of 
regret all the rest of our 
lives.” 

As a matter of fact, every 
issue of the paper carries 
something on safety, printed 
in bold lines or with pictures, 
and often based on what hap- 
pened to employees who did 
have accidents and who were 
protected by their safety 
equipment. 

Foremen are asked con- 
stantly to check on working 
conditions within their de- 
partments, to make sure that 
safety devices are operating 
satisfactorily and that men 
are using them. 


All Injuries 
Must Be Reported 


Perhaps the greatest single 
factor in slashing frequency 
rates at Wilmington has been 
the requirement that every in- 
jury, regardless of severity, 


and their causes. These re- 
ports also go to Managing Di- 
rector Cantwell, who scans 
every one of them thoroughly. 

Consider one report as an 
example: 

The brief note gave the 
worker’s name and clock num- 
ber, then said, “Crane operat- 
or climbing up crane ladder 
slipped and struck right knee; 
bruised knee.” And Cantwell, 
who saw the report first, pen- 
cilled, “Zaccaria—watch this.” 


It’s that kind of care on the 
part of management, from 
Cantwell down through the 
foremen, that has put Eastern 
Malleable among the top iron 
and steel foundries in the 
United States from the stand- 
point of holding down acci- 
dent frequency and severity. 

Even the company president 
gets into the act. When the 
Wilmington plant won recog- 
nition from both the Steel 
Founders’ Society of America 





ALCO-LITE aluminum a 
are Gafer-Longer ! 


A QUARTER CENTURY OF USE——y 


25 years ago the first aluminum ladder was bought by the New 
Kensington, Pa. Fire Department. After 13 years of fire fighting 
and 12 years of general duty, without a single repair, this 
ALCO-LITE Aluminum Ladder is still in excellent condition, 








/ because they’re aluminum 


ALCO-LITE Ladders are made of lightweight, high tensile 
strength aluminum alloy. They are approximately twice as 
light and strong as similar ladders made of wood. You will 
find them easier to lift — easier to carry — easier to use. 


They will never rust, 


rot, splinter, spark or burn. ALCO- 


LITE Aluminum Ladders require almost no maintenance. 


because 
they're 
ALCO-LITE 


must be reported immediately 
to the dispensary, after the 
foreman has been notified. 
This requirement has provid- 
ed a running record of em- 
ployee safety; each worker’s 
accident reports are written in 
on his personnel record—and 
those who are guilty of unsafe 
practices, those who are ap- T dtp | Maintenance 

parently accident prone, are j | Cleaning ALUMINUM LADDER COMPANY 
caught up with fast. ent a 


' Factories Worthington, Pa. 
Zaccaria and Plant Superin- “on —_ Please send me Catalog No. 6 showing complete line of 

tendent J. H. Bruhn make on- meso ALCO.LITE Aluminum Ladders. 

the-spot investigations of all Fire fighting NAME ___ 

accidents of importance, and Lf year COMPANY 

of as many other accidents as = Marine ADDRESS 

they can cover. Reports reach = City 

them daily from foremen and 

the dispensary of accidents 


This nameplate is your assurance of having an aluminum 
ladder that will withstand the hardest industrial use. Exclusive 
ALCO-LITE design and construction make it perform better 





— safer — longer. Every ladder more than meets the rigid 
code and tests of the ASA and Metal Ladders Association. 








A LADDER FOR EVERY APPLICATION 
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SAFE Drivers 
Pay DIVIDENDS 


A “No Accident Driver” is a 
true asset to your organization. 
His vigilence as a_ careful 
driver is a public demonstra- 
tion of your concern for the 
safety of everyone. A “No Ac- 
cident Driver” will increase 
your profits by cutting the 
costs of accidents, insurance 
rates and absenteeism. 


ENCOURAGE YOUR DRIV- 
ERS TO ESTABLISH AND 
MAINTAIN A PERFECT 
SAFETY RECORD WITH 
THE ‘‘SAFE DRIVER 
AWARD”. Any driver is 
proud to show your public 
recognition of his safety re- 


Fill out and mail the coupon 
today. Our literature and ser- 
vices are offered without 
charge or obligation. 


METAL ARTS COMPANY 
742 Portland Avenue ® Dept. No. 9 


ROCHESTER 8 NEW YORK 


METAL ARTS COMPANY ® Dept. No. 9 
742 Portland Avenue @ Rochester 8, N. Y. 


Please check the following: 


[] 1 am interested in the free Brochure 

C] 1! would like your representative to call 

C) | would like more information about 
your free planning and art service. 

Nome 

Title 

Firm 


Address:. 


City, State 
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and the Malleable Founders 
Society for its safety program, 
the top boss sent out letters to 
all the firm’s plants as a sort 
of combination news note and 
“go thou and do likewise” ex- 
hortation. 

The last lost-time accident 
(in 1953) was due to poor 
housekeeping. Consequently, 
a constant drive is maintained 
now to persuade employees 
that they themselves profit 
from keeping the plant clean 
and free from obstacles. 





‘‘Pounding on off-the- 
job safety increases 
workers’ safety con- 
sciousness”’ 








A doctor is kept on a retain- 
er. He calls at the plant twice 
a week on his regular tours, 
and as often otherwise as he 
may be needed. Arrangements 
have been made with an eye 
specialist and two surgeons to 
handle plant emergency cases. 

The dispensary is located 
strategically — right at the 
plant gate. Ed Watkins, the 
guard in charge, has been 
thoroughly trained in first aid 
techniques, and—quite as im- 
portant—keeps that training 
up-to-date. 

From his vantage point at 
the gate, Watkins watches all 
employees as they enter the 
plant. It gives him a chance 
to check on their general ap- 
pearance health-wise, to check 
up on possible need for dis- 
pensary care or a physical ex- 
amination. 

Off-the-job safety isn’t ne- 
glected. It’s perfectly true 
that more people are hurt off 
the job than on it, but that’s 
not Eastern Malleable’s prime 
reason for emphasizing it. 

Pounding on safety all the 
time, the company has found, 
increases workers’ ‘‘safety 
consciousness.” If employees 
drive safely, play safely, act 
safely around home, a good 
bit of that thinking about safe- 
ty naturally goes along with 
them to their jobs. It’s just 
one more evidence that safety, 
very largely is in the mind. e e 





JUNKIN 
ELECTRO-LOCK SHIELD 
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The Shield Which 
Commands Operator Safety 


The position of the Junkin 
Electro-Lock Shield is controlled 
by mercury switches. Interlock- 
ing power and light circuits will 
not permit the machine to 
operate unless the shatter-proof 
shield is in a completely pro- 
tective position. Affords per- 
fect visibility, and protects the 
operator from flying particles. 
Write for free bulletin No. 103. 


— UGHT HOUSING 


\ 
“xc. US UGHT AND POWER One 
WHEN SHIELD IS ine 

WORKING POSITION 


HERE’S HOW 

THE ELECTRO-LOCK 
SHIELD OPERATES 
—-permits clear view 
of work, still providing 


maximum protection 
BS) . 
< 


mc 
JUNKIN ™ 


‘SAFETY APPLIANCE CO. 
101 S. FLOYD ST. 
LOUISVILLE 2, KENTUCKY 
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STOP 
ATHLETE'S 


OVER 70% 


of the largest manufacturers 


USE ONOX” 
SKIN - TOUGHENER 
in shower rooms! 


y BUILDS RESISTANCE 


Main cause of Athlete’s Foot 1s 
Shoe-Softened Skin (U. S. P. H. S. 
Bul. R-674). Onox toughens soft 
skin and makes it resistant to fun- 
gus attack 


EASY TO MAINTAIN 


No splash — no mess — no waste. 
Nothing to get out of order. No 
testing of solution needed. 


y ECONOMICAL 


One mat serves 50 bathers per shift. 
One gallon Onox serves 50 daily 
bathers one month. Average cost 
1¢ per man per week. 


TRIAL OFFER 


Order what you need. Use it for 
60 days. Pay nothing unless fully 
satisfied. 


ONOX, INC. 


DEPT. N, 125 SECOND STREET 
SAN FRANCISCO 5, CALIFORNIA 


Warehouses: BROOKLYN, CLEVELAND, 
NEW ORLEANS, HAWTHORNE, CALIF. 
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ANY SIZED PLANT... 


Continued from page 29 





glasses were known definitely 
to have saved the eyes of the 
employees involved. 

While the eye program was 
in the staging process, Onan 
reviewed its rather ineffectual 
safety shoe program. Safety 
shoes had been available to 
employees in the stockroom at 
a minimum price. 

This stockroom selling was 
wholly inadequate. In May, 
1953, “shoemobile” service by 
a local safety equipment com- 
pany was inaugurated. In 28 
months following the start of 
the service, purchases of safe- 
ty shoes jumped 66%; not one 
toe injury was reported 
throughout 1953. 

Success of the Onan eye and 
safety shoe program is reflect- 
ed by an Industrial Insurance 
Company report. Percentage 
figures for 1953 (shown in 
Figure 1) speak for them- 
selves. 

From January 1, 1953, to 
January 1, 1954, Onan attain- 
ed a 68% reduction in charges 
for compensation claims; the 
reduction amounted to almost 
$12,000. 

During 1954, the safety pro- 
gram brought less spectacular 
results, naturally, but still cut 
the number of claims 4%. e e 





Consultation available . . . 

Companies thinking of 
adopting a work uniform for 
their employees are offered free 
consultation by the Institute of 
Industrial Launderers, 1346 
Connecticut Avenue, N.W., 
Washington, D. C. No indi- 
vidual company products or ser- 
vices will be recommended; and 
the Institute’s experts will offer 
unbiased advice with the needs 
of the inquirer in mind. The In- 
stitute has worked with safety 
and technical groups in devel- 
oping standards of performance 
for work clothing and in setting 
up rules for garment safety in 
industry. 














Wav folelromaiele 
BET YOUR LIFE 


Would you trust your most valued 
possessions to an automatic Robot—or 
to a trained flesh-and-blood watchman? 


No matter how ingenious, no me- 
chanical gadget can do what your 
DETEX-supervised watchman does every 
day. He smells smoke, stamps out small 
fires, traces escaping fumes, checks the 
sprinkler valves, drives off thieves and 
vandals—does many things you may 
never hear about to prevent trouble. 


The new DeTEx tape-recording 
GUARDSMAN supervises your watchman 
day and night, weekends and holidays. 
The GUARDSMAN saves you money in 
supervisors’ overtime, cuts your insur- 
ance premiums. 


If your watchclock is more than 5 
years old, it is urgent that you modern- 
ize with the GUARDSMAN. Mail coupon 
now. 


Detex Watchclock Corp. 

76 Varick Street 

New York 13, N. Y. 

[] Please send me complete information 
about the GUARDSMAN tape-recording 
watchclock. 

You may send a DETEX representative 
to make a free, no-obligation survey of 
ovr plant protection needs. 
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FALCON 


Signal Horn 


(EXPLOSION PROOF) 











Listed for interior use in 
Schools, Institutions and 
public buildings as an ap- 
provable item by the Federal 
Civil Defense Administra- 
tion for Federal matching 
funds. 


The ideal warning device for 
industry andlarge buildings. 
Long Range—Completely 
Portable—Long Life 
— Guaranteed 


Write today for full details 


Potent pending 


Subsidiary of Fyr-Larm Co., Inc. 
243 Broad Street, Summit, 'N. J. 


COMPENSATION 











Use... STRETCHERETTE 
to eliminate dangerous 
handling of the injured 


HERE’S HOW IT WORKS 

A flat fiber strap extends through 
the center of Stretcherette's inter- 
‘ocking halves and holds the twa 
pieces together. When the strap 1. 
without disturbing patient or alter- 
abling removal of Stretcherette 
withdrawn the pieces separate, en- 
ing his position. 


WITH STRETCHERETTE 
you avoid aggravating injuries. 
No roll over, no change of posi- 
tion or shifting of patient re- 
quired. Injured person remains 
on Stretcherette from first pick- 
up through examination and 
X-ray until placed on hospital 
bed, where Stretcherette is pain- 
lessly removed. 


Full details available. Write for prices. 


STRETCHERETTE CO. 


1010 CRESCENT AVE. N.E. ATLANTA, GA. 
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Temporary Total Awards 

Increased in Wyoming 

A NEw Wyominc law provides for increases of 
$10 a month in compensation payments for 
temporary total disability. Also included in the 
law is an increase in payments for certain ampu- 
tations, and removal of the two-year time limit 
for filing petitions to reopen cases that have 
already been adjudicated. 


Compensation Benefits 

Increased in New Hampshire 

As or Juty 1, New Hampshire increased the 
minimum award in case of death or permanent 
disability from $18 to $20 per week. In a case of 
temporary total disability, the amount goes 
from $10 to $12. The maximum period during 
which payments will be made is extended from 
319 to 341 weeks. 

Burial expenses for an employee without de- 
pendents have been raised from $300 to $500. 
The maximum payable in the event of total or 
partial disability, or in the case of an employee 
with dependents, is increased to $11,250. 


Compensation Benefits 

Increased in Maine 

THE MAINE legislature has passed an amend- 
ment to the state’s compensation law, to be ef- 
fective November 30. It provides these in- 
creases in benefits: 

Maximum weekly payments if an employee 
dies leaving dependents or if an employee re- 
ceives either total or partial disability, in- 
creased from $27 to $30. 

Maximum payable to total dependents in case 
an employee dies in a compensable accident, 
increased from $8,000 to $9,000. 

Maximum payable if an employee suffers 
total disability, increased from $10,500 to 
$12,000. 

Added to the list of occupational diseases: 
dermatitis caused by direct contact with leath- 
er; pulmonary and cardiac diseases, excluding 
colds, developed by active members of organ- 
ized fire departments within six months of 
participating in fire-fighting which may be 
considered as the cause of the diseases. 


Rhode Island Changes 

Hospital Fee Limits 

THE RHODE ISLAND compensation law has been 
amended to change the fee limitation for hos- 
pitals in compensation cases from $12 per day to 
the prevailing hospital rates for private patients 
who are given comparable treatment in wards. 
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. INDUSTRIAL FOOTWEAR 


more comfort ¢ less fatigue 
fewer accidents 


INDUSTRIAL BOOT 
TOP NOTCH With or without 


steeltoe, black 
ribbed leg boot 
with DURATEST 
non-skid design 
SAFETY TOE CAP a: outsole. 


WORKIN 


Net lined all black 6” 
work shoe with non-skid 
DURATEST outsole 
Steeltoe or plain. 
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THE NEXT BEST 
THING TO 
SAFETY SHOES 








Coppus Airplane Type 
Heat Killer® 


Safety shoes are the best ———_ cools large 
foot protection available. But ] areas — 








not everyone wears them. 


restores 
For those who do not wear : : 5 ‘ ee 
safety shoes, the next best § : . : e ficiency 


protection is StaSafe Toe Clips. I Steel mills, drop forge 
7 "1: ae : : ae plants, foundries and other 
Toe Clips are lightweight, : plants with hot working 
— low-cost steel clips naile F # . conditions find this Cop- 
Write in today ¢ ps nailed or aoe pus Heat Killer increases 
for Free temporarily attached direct- worker efficiency at 
c_ * ’ . . f aoe reasonable cost. A _ single 
Bulletin pe ly to street shoes. Exceptional y Le EO 2 | fan cools large areas. — 
gerne compute impact resistance of Toe HEAT KILLER on the job Other types also avail- 
details on Ps Clip pr wide Sictees in drop forge plant. — — furnaces 
StaSafe Toe y s ovides sufncien electrical equipment, for 
. — at . : . . driving out gases, drying 
Clips. safety for many jobs. WER out products, drawing out 
ANOT fumes. Write now for de- 


tailed information COP- 
STANDARD SAFETY EQUIPMENT CO. . co p ¥ \j S PORATION, 308 (PARK 
232 W. ONTARIO ST. CHICAGO 10, ILL. Saaakcneerm 


wud MASSACHUSETTS. 
Newark 4, N. J. Cleveland 10, Ohio Los Angeles 16, Cal. RIBBON” pRODY 
597 Broadway 855 East 152nd St. 2952 Crenshaw Bivd. “BLUE 
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RIGHT OFF THE DOCKET Nees. 


*‘Complicated”’ Fall 

Held Not Compensable 

Mrs. MINNIE FREEMAN, a city clerk in New Lon- 
don, Wisconsin, fell while walking up the city 
hall steps and fractured her right hip on the 
concrete sidewalk. 

It was an unexplained fall which caused the 
injury, Mrs. Freeman alleged, and it is a matter 
of law that unexplained falls are compensable 
in the absence of evidence to the contrary. 

But evidence to the contrary there was. Mrs. 
Freeman, it developed, had suffered from chron- 
ic arthritis and a heart condition for some time 
prior to her accident. She arrived at work the 
morning of her accident in a cab. An eye-wit- 
ness testified that as she arose from the cab he 
heard her complain of not feeling well. She be- 
gan to weave as she walked up the steps to the 
door, and fell, sustaining her injuries before 
reaching the door. 

On the basis of the evidence, the court had to 
find that the fall was hardly unexplained. There 
was the existing heart condition. There was the 
fact that Mrs. Freeman did not feel well. And 
there was not the slightest evidence that any- 
thing either in the structure or condition of the 
steps caused her to sway and fall. 

Claim disallowed. 

Peterson v. Industrial Commission of Wisconsin: 


Supreme Court of Wisconsin, February 8, 1955. 
(68 N.W.2d 538) 


Violation of Orders 

Eliminates Benefits 

JAMES GREEN, a night-shift gas station attendant, 
was told by his employers never to leave the 
station unattended. 

A friend was visiting with Green late one 
night. Suddenly the horn of a car parked at a 
closed gas station across the street began blow- 
ing. It continued for five or ten minutes before 
Green went across to stop the noise. As he step- 
ped back from the car, he fell into a grease pit, 
sustaining serious injuries. He sought compen- 
sation. 

Green testified that the noise irritated him 
and annoyed the neighbors, who were calling 
out to him to eliminate it. He also testified that 
after the noise began the telephone in his station 
rang and he could not understand what was be- 
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ing said because of the noise. He declared it 
was for these reasons that he went on his ill- 
fated venture across the street. 

Green’s employer contended that the em- 
ployee had specific instructions not to leave the 
station. His doing so, the employer claimed, was 
an act separate and apart from his duties as an 
attendant in the station. 

Green claimed he left the station to better 
serve the business of his employer. It was not 
an act for his own benefit. 

The court, in a two to one decision, found 
that Green had violated his employer’s orders. 
He was not employed to accommodate the 
neighbors or relieve his personal irritation at the 
noise. The court did not accept Green’s explan- 
ation that the horn prevented him from hearing 
on the ’phone, since that could have been solved 
merely by closing the station door. Disobeying 
specific instructions of the employer, the court 
found, removes the employee from the course of 
his employment. 

Claim disallowed. 

Green v. De Furia: Superior Court of New Jer- 
sey, Appellate Division, March 16, 1955. (112 
A.2d 747) 


Parking Lot Accident 
Not Caused by Job 


Louis ISBELL was a coal miner. He worked for 
the United States Steel Corporation mine in 
Harlan, Kentucky. The company maintained a 
bathhouse for the miners where they changed 
their clothes before and after work in the shaft. 

On the occasion he sustained his injury, Isbell 
rode to work in the automobile of another em- 
ployee. They drove into the company parking 
lot. The ground was covered with snow. Isbell 
got out of the car and walked toward the bath- 
house. He slipped and fell as he was walking 
down an embankment, receiving a fracture of 
his right knee. 

The route from the parking lot to the bath- 
house taken by Isbell was a path which had 
been used by him and other employees in going 
to and from their work, although there was 
available for their use a road, built by the com- 
pany, from the parking lot to the bathhouse. 

In its decision on Isbell’s claim for compensa- 
tion, the court said that the mere fact that an 
accident occurred on the employer’s premises 
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-..in the stable, yet this one 
is the favorite. 


Favorites are made by top performance, 
whether they are horses or steel toes. 


All of our 19 styles of austempered steel 
toes are thoroughbreds, each one precision- 
built from the finest high carbon steel. 


Out of our stable of steel toes WINGUARDS 
are the top performers. 


Safety Box Toe Company 
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PRESS STAMPING PRODUCTS WITH 
CURVED OR STRAIGHT LINE MARKING 


cv STEEL TYPE 
HOLDER 


MODEL PH-50 


Body and press shank are one 

piece with flanges to hold type 

chase in position. Type chase 

with almost any size or number 

of characters can be removed boas abides { 
and inserted without operator ['Y¥e® * 


lacing hands i 4 
Pp “Mac ands in press changed ond ee ails hee 
Wecta> Catalog 100 


SAFETY 


MARKING TOOLS 
1057 CHATEAU STREET, PITTSBURGH 33, PA. 





has GILL grounded guards “ 


with the 
PREFERRED 


GROUNDING 
ARRANGEMENT 


* " Contenm to N.E. C. 


% Grounding adopted as standard 
by American Standard Ass'n. 


% Underwriters’ Laboratories Inspected 


McGill grounded portable lamp guards 
ive you the advantages of the pre- 
1, new grounding arrangement 
blade plug and convenience outlet 
th 2 parallel blades and a U-shaped 
third blade for ground. These port- 
ables will outlast several “inexpen- 
sive” portables because all component No 5025-SRG 
are quality built — molded phenolic handles — 
steel wire cages, electrically welded and zinc plated 
ith bright chromate finish. Levolier switch and keyless 
types, with or without 16-3 SJ black rubber cord. 


YOU CAN DEPEND ON 


Jo, i | Gea MGILL 


.« tenn 
agence QUALITY 


McGILL MANUFACTURING CO., INC., S%,¥, camel st 


*9 Valparaiso, Indiana 
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did not make the employer liable. Since a causal 
connection between the accident and the em- 
ployment must be shown and the employee 
failed to make this showing, it could not be said 
that the injury was sustained in an accident 
arising out of and in the course of the employ- 
ment. 
Claim disallowed. 
United States Steel Corporation v. Isbell: Court 
of Appeals of Kentucky, February 25, 1955. 
(275 S.W.2d 917) 


Evidence of Death 

Cause Required for Award 

THoMaAs REED was the night clerk at the John 
Thomas Hotel in Nashville. He was killed on 
the job by gun-shot wound. His wife sought 
benefits. 

Reed’s hours were from late afternoon until 
early morning. His duties consisted of collect- 
ing rents, showing rooms to prospective lodgers, 
and inspecting the premises. 

Often arguments occurred between Reed and 
the lodgers regarding refunds and rents owed. 
He was furnished with a blackjack, and a gun 
was kept for his use. 

About 5:00 one morning, while Reed was 
making his rounds of inspection for the safety 
and protection of the property, he was shot and 
killed. It was shown that he did not commit 
suicide, nor was death due to a personal fight 
or argument. 

The court agreed that when an employee is 
found on his post and there is no direct evidence 
of the manner of his death, the inference may 
arise that the death arose out of and in the 
course of the employment. However, if the 
facts give rise to more than one reasonable 
inference as to the cause of death. the rule does 
not apply. 

The court said in this case more than one 
inference could be drawn. Reed may have been 
defending a robbery, or may have been killed 
by someone who had a personal grudge against 
him, since he formerly had been employed as a 
guard at the penitentiary. It may have been an 
argument with a guest over the rent or a refund, 
or some purely personal matter. 

Claim disallowed. 

Reed v. Langford: Supreme Court of Tennessee, 
March 11, 1955. (276 S.W.2d 735) 


Employer’s Operations 
Determine “Hazardous” Grouping 
THE Court oF AppPEALS of Louisiana recently had 
to determine whether the work of the clergy fell 
within that state’s compensation law. 

The Reverend Mr. Samuel David Meyers was 
a minister employed by the Southwest Regional 
Corference Association of the Seventh Day Ad- 
ventists, incorporated under the laws of Texas 
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Hand Protection 


For the Finest in Hand Protection... 
NEW AO ‘DREDNAUT’ 


line of COWHIDE GLOVES 


“I see you're coming “You bet... and I'll 
out with something have your flexibility 
new, Bossy” and tensile strength” 


@ You get the Flexibility of Horsehide 
@ You get the Tensile Strength of Horsehide 
@ You get the Heat Resistance of Horsehide 


@ And... you get the Abrasive Resistance 
(Longer Wear) of Cowhide 


The ‘““Drednaut” line consists of 6 heavy duty, specially chrome-tanned side-split 
cowhide gloves styled and tailored with typical AO know-how of what welders 
want and need. What’s more, these gloves are priced to move! 


For hot weather, hot job comfort .. . LOOK FOR THE AO “Drednaut”’ and the 
keep production up with AO Sweat- light green shade. Your nearest AO Safety 
bands. Products Representative can supply you. 
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Your insides feel like a 


YOU NEED A 


DUPOR 
AUTOMATIC 


Water-Cooled Respirator 


Sponge filter saturated in cool, 
clear water provides moist air 
for comfortable breathing. Ideal 
protection against dust, fumes, 
smoke, paint spray. Full pano- 
rama visibility. Can be worn 
with goggles or glasses. Work 
refreshed, order a water-condi- 
tioned respirator today! Sample, 
J £8) $2.00 postpaid. 
> &e8@ 
» © F 4H. S. COVER, SOUTH BEND, IND. 


“Respirators for Industry 
since 1894” 





NOW! STOP WASTEFUL EXPENSE 
AT YOUR RAILROAD SIDING 








IF YOU actually saw a Lo-Hed Car puller in operation you'd 
probably order one in a hurry. It is a first rate investment 
— pays for itself fast. It puts a stop to shifting charges. Cars 
get loaded and unloaded in record time. Demurrage charges 
are slashed. Industrial accidents are minimized...And a 
Lo-Hed Car Puller saves money inside a plant, too — pulls 
loads in a straight line, up grades and around corners. 

Lo-Hed Car Puller is rugged, electrically-driven, built for 
trouble-free service. Write for folder telling you how to use a 
Car Puller in your plant. 


AMERICAN ENGINEERING 


COMPANY 
2429 Aramingo Avenue ¢ PHILADELPHIA 25, PA. 
CANADIAN SUBSIDIARIES: Affiliated Engineering Corporations, 
Ltd., Montreal 16, P. Q. Bawden Industries Ltd., Toronte 3, Ont. 


AE Products are: Taylor, Perfect Spread and Vibra-Grate Stokers, Marine Deck 
Auxiliaries, Hydramite and Hele-Shaw Fluid Power, Lo-Hed Hoists, Car Pullers. 
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“for the purpose of supporting public worship 
and benevolent, charitable, educational, and 
missionary undertakings.” 

In his capacity, Reverend Meyers used his 
automobile, driving about 1,500 miles per month 
calling on parishioners and attending confer- 
ences. 

It was while on the way to one of these con- 
ferences in Dallas that Reverend Meyers was 
injured in an automobile collision. He sought 
compensation for these injuries. 

The church corporation denied that Reverend 
Meyers was entitled to compensation, stating 
that a minister’s calling did not fall within the 
compensation act. 

The Louisiana court agreed. It stated that 
the church corporation was not a trade, busi- 
ness, or occupation within the meaning of the 
act. Nor were the minister’s duties hazardous. 
This was so, said the court, even though the 
minister was required to use an automobile in 
conducting church work. 

Summarizing, the court found that it is not 
the work of any particular employee which de- 
termines whether the employer is engaged in 
a hazardous business. The character of opera- 
tions conducted by the employer, and not the 
particular work done by the employee, deter- 
mines this. 

Claim disallowed. 

Meyers v. Southwest Region Conference Asso- 
ciation of Seventh Day Adventists: Court of 
Appeals of Louisiana, May 9, 1955. (79 So.2d 
595) 


Don’t Stumble 
In a Parking Lot! 
Mrs. MitpreD BENNETT, a clerk at Vanderbilt 
University Hospital, was injured when she fell 
in the hospital parking lot at the close of the day. 
Mrs. Bennett alleged that her injury was 
compensable since it occurred on her employ- 
er’s property. Since she had permission to park 
her car on the hospital lot, she said, she was at 
a place she might reasonably be expected to be 
when the injury occurred. 

The hospital lot was across a public street 
from the building in which Mrs. Bennett 
worked. She was not required to take any 
particular route entering or leaving the building 
or the grounds. 

The court said the right of compensation 
hinged on whether she was in the course of her 
employment. It decided the accident did not 
arise out of or in the course of the employment, 
since the route out of the building, the use of 
the lot, the driving of the car, and the fact that 
Mrs. Bennett was on her way home, all were 
permissive or of Mrs. Bennett’s choice rather 
than required as part of carrying out her job. 

Claim disallowed. 

Bennett v. Vanderbilt University: Supreme 
Court of Tennessee, April 7, 1955. (277 S.W.2d 
386) 


OCCUPATIONAL HAZARDS 





Circle No. 52 on reader service card for more information. 


Cee = => ae. 
HOOD Lightweight \Industrial Gloves — For Jobs 


where “Touch” qi. ae >» and “Feel” are important 


No. 8009 gauntlet, for light 
industrial use. Working hands are protected 
but still sensitive to “touch”’ and “‘feel’’. It’s coated with 
natural rubber; net-lined so that rubber doesn’t touch the hand. 
A special rough surface assures firm grip. 
Small, medium, large sizes. 
Write for free catalog — shows the RIGHT Hood 
neoprene, rubber or plastic coated glove for EACH job. 


HOOD RUBBER CO., Watertown, Mass. 


a division of the B. F. Goodrich Company 
RUBBER - NEOPRENE - PLASTIC COATED INDUSTRIAL GLOVES 
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TWO OLD STANDBYS .. . 
ACCEPTED AND APPROVED BY INDUSTRY 


PRACTI-KREME . . . the effec- 


tive skin protector and cleaner for 
over 15 years. Check dermatitis 
before it starts. Apply before work 
to provide flexible, fat-based coat- 
ing over skin. Moistened and 
rubbed to a lather after work, 
Practi-Kreme cleans completely. 


PHLO®.. neutral skin protector 
now fortified with silicones. Effec- 
tively bars bacteria, irritants and 
soil. Magic silicones make Phlo 
water-repellent, adhesive, non- 
toxic. Try it... you'll be con- 
vinced that new Phlo should be in 
daily use in your plant. 








NEW PHLO WATERLESS... THE “BEST BET’ 
IN THE WATERLESS HAND CLEANER FIELD 


New Waterless Phlo removes industrial 
soils fast. Contains both silicone and lano- 
lin for double protection. Safe, easy to 
use, Waterless Phlo is milky white, smooth 
in consistency. Management and workers 
appreciate the time-saving convenience of 
having a jar at their fingertips always. 


Write for Free Test Samples Today 


THE CHEMICAL CORPORATION 


54 Waltham Avenue, Springfield 9, Mass. 





WORK SAFELY 


in flame and heat & 


Wear Steel-Grip Aluminized 
Asbestos Safety Apparel 


Aluminized asbestos reflects up to 95% radiant heat, 
and won’t burn. Steel-Grip has tailored this material 
into well-fitting, properly proportioned safety gar- 
ments that protect workers while allowing full free- 
dom of movement. Unexcelled for hot-metal handling 
and processing. Every yard of cloth has been care- 
fully selected for uniform quality. Each garment bears 
the Steel-Grip label, your guarantee of wear and 
satisfaction. Available as coats, pants, aprons, sleeves, 
leggings, spats, gloves, mitts and curtains. Many uses 
in industry. Many advantages to users. Write for test 
swatches or trial garments. 


We manufacture a complete line 

of guaranteed, tested and ap- 

proved safety apparel in leather, 

duck, Perma-Proof materials, 

asbestos, wool, Dynel cloth, Jax- 

colite-coated materials, alumi#- 

num-coated materials, etc... . 

S 2 ° known the country over for qual- 
tee rip ity and dependability. Write to- 


INDUSTRIAL 


aekietaell) INDUSTRIAL GLOVES COMPANY 
4 ZS TRADE-MARK @ corporation 
” Demand this 1804 Garfield Peta Danville, Ilinois 
Trade Mark (In Canada: Safety Supply Co., Toronto) 


Circle No. 54 on reader service card for more information. 





HANDLING GAS CYLINDERS 


Continued from page 34 





When pressure vessels must 
be stored outside the plant 
buildings, a shed with ade- 
quate roofing should be pro- 
vided. The cylinders should 
be painted regularly with a 
good anti-corrosion compound. 

Greatest safety will be 
achieved if gas vessels are 
stored in a properly equipped 
room. This should have a lev- 
el, smooth floor, with racks 
around the walls on which 
cylinders may be placed. 

These racks should be con- 
structed of stout timber 





WHILE CYLINDERS may be stored 
by standing them upright, the General 
Chemical Division, Allied Chemical & 
Dye Corporation, has developed what 
it calls the “‘unit system” of handling 
pressure vessels. A single fork lift 
truck picks up twelve 145-pound cyl- 
inders at a time, thanks to the type 
of racks shown here. Easier, faster 
shipping and handling are possible; 
cylinder damage is reduced; and the 
tier stacking makes more storage 
space available. 





beams, and sectionalized so 
that a separate compartment 
is provided for each cylinder. 
The height of the compart- 
ments should be equal to that 
of the hand truck or power 
truck, to permit a cylinder to 
be slid horizontally from the 
truck into position in the rack. 

The storeroom and racks 
should be located well away 
from steam, chemical vapors, 
smoke, fumes, excessive heat, 
and flame. All these may have 
a harmful effect on cylinder 
walls; some may affect the gas 
itself. 
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In oxy-acetylene welding it 
is customary to strap the oxy- 
gen cylinder in an upright po- 
sition against a wall or parti- 
tion. Often only a single strap 
is employed, near the top of 
the vessel. Unless the strap 
fits properly and is always 
kept correctly adjusted, the 
cylinder may move away from 





The Youngstown Sheet & 
Tube Company has established 
a rule to guide its employees 
whenever escaping gas from an 
acetylene cylinder ignites: roll 
the cylinder to one side where 
the burning gas won't start an- 
other fire, and let the gas be 
fully consumed. 

The company has found that 
often cylinders of both acety- 
lene and oxygen are kept too 
close to heat. The gas expands; 
pressure builds up. Soft plugs 
used in acetylene cylinders give 
way—and the gas streams out, 
frequenty to be ignited by some 
spark or flame near by. 





during use of oxygen as a re- 
sult of pulling the cylinder 
out of an insecure strap or 
clamping arm. 

These examples of undesir- 
able methods by no means 
exhaust the unsafe features 
commonly found with the use 
of compressed gas cylinders. 
They do, however, suggest the 
character of the hazards, 
which often go entirely un- 
suspected. At the same time, 
they point out how simply 
such risks can be avoided. e e 


Watch Those ‘Dozers! 


A bulldozer operator parked 
his machine near a highway 
and left the blade partially 
raised. Neighborhood children 
played on the ‘dozer and re- 
leased the blade, which drop- 
ped on one of them. Industrial 
Indemnity Company safety 
engineers insist that when 
a bulldozer is parked or under 
repair, the blade must be 
dropped to the ground or crib- 
bed up. 











the wall at the bottom and 
slide completely out of place. 

This may easily be avoided. 
Instead of resting the bottom 
of the cylinder on the floor, a 
shallow V recess should be 
provided to take the spherical 
end of the vessel. The recess 
should have the side farthest 
from the wall set at a slight 
angle so that a cylinder may 
be easily slid in or out. The 
recess positions the lower end 
of the cylinder and holds it 
securely, eliminating all ten- 
dency to creep forward and 
slip out of the clamping arm 
or strap. 

The strap should be not less 
than half the diameter of the 
cylinder it holds. The contact 
side should be faced with rub- 
ber to assure a firm grip. The 
strap or clamping arm should 
be mounted on a metal plate 
which can be secured over a 
good-sized wall area. 

Considerable drag may be 
imposed on the top end of an 
upright cylinder during nor- 
mal welding operations; so it 
is essential that the vessel be 
solidly fixed in place. Numer- 
ous accidents have occurred 
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IMPROVED Forged Beryllium Copper Open End 
Wrenches for Spark Prevention 


COMPARISON of cast 
wrench (left) with forged 
“Berylco” wrench having 
same opening sizes 
shows how forging 
makes for slimness, light- 
ness, ease of handling. 
Forged structure also 
means greoter strength 
and hardness. 


Forging makes ‘‘Berylco” 


trimness, slim sections, and tough- 





Safety Tools stronger, lighter, 
easier to use 


Where sparks are a hazard, these 
new “Berylco” wrenches will get 
jobs done with the utmost safety 
and efficiency. Not just because 
they are made of Factory Mutual 
approved “Berylco”’ Beryllium Cop- 
per, but also because they are 
forged. Workers like them and will 
not be tempted to “get by” with 
more dangerous tools. Forged 
“‘Berylco” wrenches have the same 


ness that are associated with high 
grade steel — but without the 
spark hazard. 


Your “Beryleo” distributor can 
supply them now. Opening sizes 
range from %’ x 4%” to Ll’ x 
14”. And this is just the beginning. 
Other “Berylco” tools are soon to 
be forged from beryllium copper. 
Watch for the announcements. 
Meanwhile, why not get acquainted 
with the line. Write for the name of 
your nearest ““Berylco” distributor. 


The Beryllium Corporation 
DEPT. 5H, READING 17, PENNSYLVANIA ® 


BERYLC 
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ESPITE strong efforts by 

fellow workers at pole- 
top resuscitation, a power util- 
ity lineman died at Sepulveda, 
California, when he came in 
contact with a “hot” high ten- 
sion line. 

The accident occurred 35 
feet above the ground. The 
dead lineman was transfer- 
ring wires from one pole to 
another. Proper precautions 
were taken by the ground 
crew, but the man on the pole 
still managed to touch too 
many volts. 

Accidents of the same gen- 
eral type have happened far 
too often among manufactur- 
ing plants, too — usually be- 
cause some electrician or line- 
man hasn’t had enough re- 
spect for safety rules. 

Among the safety precau- 
tions for linemen are these: 


sss gromdet. When's | OR ACCURATE HEARING TESTS 
de-energize the line by short ISC AUDIOMETRIC ROOM 


circuiting and grounding it. 
If the line is open, ground both 
sides of the break Whatever the location — dispensary or noisy factory area — the 
et . ISC Audiometric Testing Room provides the “zone of quiet” 
e Ground and short-circuit necessary to conduct reliable hearing tests. 
any line conductor as close to Constructed of ISC “Soundmetal” Panels and mounted on 
work as possible. Grounds special vibration isolators, rooms are portable . . . can easily be 
e re-located as desired. ISC “Soundframe” window and “Sound- 
should be clamped to pole proof” door protect against noise leakage. 
ground or or an overhead Rooms are ventilated, equipped with input jacks for instru- 
ground wire. e e ment connection, 110 AC outlet plug and an external instrument 
shelf. Fluorescent lighting is utilized to maintain coolness and a 
two-way intercom system is available at additional cost. 
Write for full information on two models available. 














So many readers have requested 
quotations on reprints of “ ... 
And Sudden Injury” photo- 


graphs in numbers over 50 that 
we now are listing the figures ‘ 
E 





here: 1-19 copies, 15 cents ; “SOUND ENGINEERING” 
each; 20-49, 12 cents each; ndustrial ound |, ontrol Inc. \ FP°™ SURVEY TO SILENC 
50-99, 10 cents each; 100-499, 


7 cents each; 500 and over, 5 45 GRANBY ST. © HARTFORD 12, CONN. 
cents each. Please send pay- 465 S. Beverly Dr. @ Los Angeles, Cal. 
ment with order. 


AVIATION - INDUSTRIAL - 
AIR CONDITIONING 
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KIND OF DUST... 


Continued from page 24 





chemistry, and it required the 
thorough techniques of Saranac 
Laboratory. It is no job for the 
average plant to undertake un- 
aided. 

At the American Brake Shoe 
plants, the quantitative anal- 
ysis pointed to a most interest- 
ing fact: iron in the air, where 


grinding and burning opera- 
tions were going on, was wel 
above the amount permissible 
for safety, according to normal 
standards; silica, on the other 
hand, was well below the safe 
amount. 

So what? So the chances 
were pretty definite that what 
had been showing up in the 
X-rays as probable silicosis 
wasn’t silicosis at all, but sider- 
osis—which, as has been noted, 
isn’t dangerous to health. 

One case, at least, brought 





Considerate Management Pays 
In oe Employee Morale 


an easy and 4 
inexpensive 
way to assure ) 
improved 
personnel 
relations... 


TISSUE TOILET ‘SEAT COVERS 


» TAKE ONE - 
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It’s sound business to 
have SANITOR service in 
your company washrooms - 


HERE’S WHY: — 


® Promotes restroom cleanliness 
© Saves money on plumbing maintenance 


® Stops wasteful use of toilet tissue and 
towels 


© Reduces Janitor work 
© Answers desire for personal cleanliness 
® Creates valuable employee appreciation 


Proven in thousands of industrial and com- 
mercial institutions everywhere since 1931 


FREE 


(to industrial users only with 


100 or more employees) 


Yours absolutely FREE— 
this attractive metal 
dispenser! 


You get a Sanitor dispenser plus a 
generous supply of Sanitor tissue 
toilet seat covers. It's yours to keep! 
Prove to yourself how efficiently and 
economically Sanitor solves a serious 
restroom problem. Like hundreds 
of companies, you'll be convinced 
Sanitor pays. 


r~MAIL THIS COUPON TODAY~1 


SANITOR MFG. CO. Dept. H-85 


P.O. Box 854, Kalamazoo, Michigan 


Please send Sanitor dispenser, tissue toilet seat cov- 
ers and literature—absolutely free, no obligation. 


INDIVIDUAL’S NAME 
COMPANY 
ADDRESS 


TISSUE 
TOILET SEAT COVERS 


ZONE STATE 
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the possibility of post mortem 
examination. It confirmed, on 
a narrow basis, the theoretical 
conclusions reached by the 
company’s medical staff. 


Benefits Paid— 
But No Silicosis 


An acetylene burner who 
had worked in one plant for 
nine years died. His chest X- 
ray pictures showed nodula- 
tion. He had been paid, for four 
full years before his death, for 
50% disability resulting from 
silicosis and siderosis. Cancer 
finally killed him. 

The post mortem showed no 
signs whatever of silicosis. The 
nodulation that had appeared 
in the man’s X-ray pictures cer- 
tainly had not been caused by 
silica. 

That, of course, posed an in- 
teresting problem: the man had 
been paid compensation for 
four years because he had sili- 
cosis; but he did not have sili- 
cosis. And that runs back to 
the question put earlier: how 
many cases have occurred in 
which compensation has been 
paid for silicosis when there 
actually was no silicosis in- 
volved? 


Exhaust Ventilation 
Reduced Dust Sharply 


There’s no way to answer 
that. It is possible, however, to 
take some heart from the tests 
made by Saranac Laboratory 
and the American Brake Shoe 
medical people. 

To summarize: 

e The tests took in 69 foun- 
dry grinders and burners work- 
ing at the same sort of jobs that 
other foundries offer. 

e The tests showed an en- 
tirely safe concentration of sili- 
ca in the plant air. 

e The tests showed an unsafe 
quantity of iron oxide in the 
air. 

e A hydroblast reduced the 
amount of silica in the air, but 
not the over-all amount of dust. 

e Good housekeeping plus 
careful exhaust ventilation 
sharply reduced the total 
amount of dust. 

e X-ray pictures may super- 
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ficially give evidence of sili- 
cosis, although careful experts 
can distinguish between nodu- 
lation caused by silicosis and 
nodulation caused by siderosis. 

e Silicosis may affect, but 
will not necessarily affect, the 
health. 

e Siderosis, often confused 
with silicosis, has no important 
effects on health. 


Check Diagnosis 
Against Six Questions 


e Care should be taken, if 
both unnecessary compensation 
costs and unnecessary loss of 
trained workers are to be 
avoided, to check any diagnosis 
of silicosis against these ques- 
tions: 

How great a quantity of sili- 
ca actually has been present in 
the air breathed by the work- 
er? What has been the total 
dust count? What has been the 
iron content? Is the nodulation 





Safety standards pre- 
scribe somewhere be- 
tween 10 and 30 milli- 
grams of iron oxide per 
cubic meter of air as the 
maximum for mainte- 
nance of health. They 
also prescribe a maxi- 
mum concentration of 
5,000,000 particles of 
silica per cubic foot of air. 





shown by X-ray examination 
really indicative of silicosis, or 
does it point to siderosis? How 
long has the worker been in 
contact with silica dust? Does 
the worker show any suscepti- 
bility to tuberculosis? (This 
susceptibility is common in 
silicosis, but not in siderosis.) 


Questions May 
Save a Great Deal 


These are questions that can 
properly be raised by any plant 
medical or safety director, no 
matter who has handled the 
diagnosis of a given case. They 
are questions that may, in the 
long run, save industry a great 
deal in trained manpower and 
in compensation costs. e e 
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= 
FOILLE antiseptic-analgesic is 


a dependable, convenient, sur- 
gical-type dressing which has 
won wide use and acceptance 
by Doctors, Hospitals and 
Industrial Plant Clinics over a 
period of twenty years. 


FOR 
SUNBURN * BURNS + CUTS * ABRASIONS 
LOCAL SKIN IRRITATIONS * INSECT BITES 


CARBISULPHOIL COMPANY 
2935 Swiss Ave. 


Dallas, Texas 


*You're invited to request literature 
and samples. 
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FOR THE FIRST TIME! 


Gebhardt 
TAN = 

A leather which is soft, 
pliable, washable and non- 
toxic in garments which 
fully protects we'ders from 
heat, flash and splatter. A 
special tanned leather with 
tremendous resistance to 
heat. Long wearing in 
gloves, mitts and other 
products. Popular choice 
for foundries, welding 
shops and heat treating 
departments. 
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SAFETY CLOTHING and EQUIPMENT 
STURTEVANT, WISCONSIN 








Make your plant safer ee 


Here’s the new mineral-coated fabric 
that provides perfect traction—sure 
footing—even under water or grease! 
Patterned in strips, tiles and cleats for a 
variety of purposes, it goes on in min- 
utes—lasts for years. And it’s easy to 


REG. U.S. PAT. OFF. 


SAFETY-WALK 


WETORDRY NON-SLIP SURFACING 


*tG US Pal OFF 


Made in U.S.A. by MINNESOTA MINING AND MFG. Co., 

St. Paul 6, Minn. Also makers of * ‘SCOTCH”’ 
a Brand Pressure-Sensitive Tapes, “3M” 

yr % Abrasives, “3M” Adhesives. Export Sales 
Office: 99 Park Avenue, New York 16, 
N.Y. In Canada: P.O. Box 757, London, 
Ontario. 


keep clean! Use “Safety-Walk’’ Non- 
slip Surfacing on stairs, walkways, ramps 
—wherever the danger ofa fall is present. 
“Safety-Walk” pays off in accident 
prevention, better public and employee 
relations . . . prevents costly claims. 


FREE SAMPLE! Please send me “‘Safety- i 
Walk” sample and complete information. 
MINNESOTA MINING AND Mrc. Co 

Dept. EO-85, St. Paul 6, Minn 


. STATE. 
teanamananmmamwwat 


Circle No. 59 on reader service card for more information 


63 





compunte 


b 
‘ 
\ 


‘PROTECTION 
\ AGAINST... 


Styles illustrated 
50-00 Jacket 
51-05 Pants 
53-15 Hat 


Protective Clothing 
by YU 


Wears like iron — takes endless rubbing, 
scraping, snagging, and still gives full 
protection. 

100% Waterproof — made with top 
quality base fabric saturation-coated first 
and then coated with 6 coats of Neoprene 
Latex. 

Positively will not blister, crack or 
peel. Its longer lasting quality means 
greater economy. 

Also: Three-quarter and long coats, aprons, 
coveralls and many other styles. All cloth- 
ing made in black or yellow. 


THE H.M.SAWYER 
& SON CO. 


Cambridge, Massachusetts 


Circle No. 62 on reader service cord. 








USEFUL 
LITERATURE 


To obtain the information described 
below, simply circle on the postcard in 
this issue the key numbers of the 
items you wish to receive. We will 
forward your requests to the compan- 
ies concerned. 











SAVINGS OF $683.00 per year over 
costs of paper towels are possible 
for your plant washrooms, as the 
bulletin available from National 
Dryer Sales Corp. illustrates. The 
bulletin contains photographs of 
the dryers, general information 
and a breakdown of paper towel 
costs as compared with operating 
costs of the electric hand dryers. 
Circle No. 131 on reader service card. 


A WALL CHART published by Dia- 
mond Alkali Co. is not designed 
to replace Marilyn Monroe Calen- 
dars on your plant walls but it 
should be of great interest to 
safety men who have to deal with 
solid, liquid, or flake caustic soda. 
The wall chart gives 37 specific, 
successful suggestions based on 
experience for the safe handling 
of caustic soda. Printed in 2 col- 
ors, the 17 x 23” chart presents 
safety recommendations covering 
first aid measures, protective 
practices and equipment, and dis- 


solving and unloading procedures. 
Circle No. 132 on reader service card. 


SAFETY SIGNS covered in Ready 
Made Sign Co.’s 48-page booklet 
are illustrated in the actual colors 
in which they are available from 
stock. In this booklet are over 
2200 stock metal signs and safety 
tags, many of which are available 
in foreign languages. Featured is 
a section devoted to special signs 
made for specific accident preven- 
tion problems. 
Circle No. 133 on reader service card. 


IN-PLANT FIRE TRUCKS, designed 
especially for use inside indus- 
trial plants, can be the answer to 
your fire protection problem, as 
information included in Seco 
Engineering & Mfg. Inc.’s excel- 
lent catalog points out. Included 
in the 14-page catalog are illus- 
trations and complete specifica- 
tions on 4 different models. Listed 
with each model are full descrip- 
tions of the fire extinguishing 
equipment and accessory items 
designed for use on that model 
fire truck. 
Circle No. 134 on reader service card. 


WHAT'S YOUR EXT! SGUISHER 1.Q.? 
Do you have all the dope on latest 
developments in all major types 
of fire extinguishers, from the old 
reliable water unit to the special- 
ized extinguishers designed to 
combat magnesium fires? If you’d 


like to see a full color illustration 
of each of the various type ex- 
tinguishers along with complete 
information on its construction 
and applications, if you’d like a 
clear, concise description of what 
makes them work, and if you’d be 
interested in the many accessories 
that increase extinguisher effec- 
tiveness, then get a copy of Buffa- 
lo Fire Appliance Corp.’s catalog 
No. 55. 


Circle No. 135 on reader service card. 


WHY SKIN-TOUGHENING helps 
prevent athlete’s foot is thorough- 
ly discussed in literature pre- 
sented by Onox, Inc. A 4-page 
bulletin explains what causes this 
fungus growth, the role of dis- 
infectants in combating it, and 
what skin specialists say is the 
answer to the athlete’s foot prob- 
lem. 
Circle No. 136 on reader service card. 


A SLING CHAIN CHART now avail- 
able from McKay Co., makes your 
job of choosing the right chain 
easy, simple and safe. The chart 
identifies various types of sling 
chains and indicates specifications 
and working loads of 1, 2, 3, and 
4-branch ‘‘McK-Alloy” slings 
when used at 60, 45, 30, and 10° 
angles. How to use and care for 
sling chains is also presented. 
Circle No. 137 on reader service card. 


FREE OF CHARGE, the Nitrogen 
Div., Allied Chemical & Dye Corp. 
will send you a pocket-sized pack 
of paper strips that have been 
impregnated with a special chem- 
ical for the easy detection of am- 
monia leaks. These paper strips, 
when saturated with water and 
held near suspected leaks, turn 
red, indicating the presence of 
ammonia. 


Circle No. 138 on reader service card. 


FIRE FIGHTERS’ APPAREL is cov- 
ered in bulletin 1301-3, recently 
published by Mine Safety Appli- 
ances Co. Included is information 
on an approach-type fire protec- 
tion suit which is made of fiber 
glass fabric specially woven for 
abrasion resistance and heat de- 
flection (efficiency up to 93%). 
Also discussed is a fire fighters’ 
hood for face, neck, head and 
shoulder protection against ex- 
treme heat. 
Circle No. 139 on reader service card. 
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TOXIC DEGREASERS AND SOL- 
VENTS can wreck havoc on a 
safety record, so Brulin & Co., 
Inc. has recently published a 4- 
page brochure describing their 4 
types of safe, but efficient de- 
greasers and solvents in order 
that safety directors can pick the 
cleaning agent they need and still 
have no fears of harming employ- 
ees. Full descriptions of the dif- 
ferent types of cleaners are in- 
cluded. 


Circle No. 140 on reader service card. 


NON-SLIP FLOOR GRATINGS, steel 
floor armor, bridge decking, steel 
stair treads and other metal grat- 
ings designed to eliminate falling 
accidents in industry are com- 
pletely described and illustrated 
in a 16-page brochure available 
from Klemp Metal Grating Corp. 
Isometric drawings, photographs 
and safe load tables are distrib- 
uted throughout the bulletin. 


Circle No. 141 on reader service card. 


A WORKABLE SELF-INSURANCE 
PLAN is discussed in a booklet 
available from Safety & Claims 
Service, Inc. Advantages of self- 
insurance resulting in lower oper- 
ating costs, increased plant effi- 
ciency and improved labor rela- 
tions are highlighted. The book- 
let contains graphs and reproduc- 
tions of several charts, forms, and 
management reports which are 
part of the firm’s self-insurance 
plan. 


Circle No. 142 on reader service card. 


THE COMPLETE LINE of floor 
scrubbers, vacuum cleaners, rug 
and upholstery cleaning equip- 
ment, sanders, floor covering 
shampoos, sealers, preservers and 
waxes made by Multi-Clean 
Products, Inc., are covered in an 
8-page, 2-color bulletin available 
from the firm. Included is a 
liquids chart describing 24 liquids 
for use on 13 different kinds of 
standard flooring materials. 
Circle No. 143 on reader service card. 


GOT SEWER TROUBLES? Well, just 
in case you do, or ever have had 
problems with clogged sewer 
lines, you should be interested in 
the information and pictures that 
Sparton Tool Co. has put into a 
4-page folder covering their 
Model 1000 sewer cleaning ma- 
chine. Also featured is Model 600 
sink line cleaning machine for 
opening 114” to 4” drain and soil 
lines up to 100’ in length. 


Circle No. 144 on reader service card. 


HOW-TO PHOTOGRAPHS on apply- 
ing floor maintenance materials 
are included in Maintenance, 
Inc.’s, brochure which features 
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data on “Carbo-Tread” floor re- 
pair and resurfacing compounds. 
The literature covers 4 different 
types of floor maintenance prod- 
ucts. Included are numerous line 
drawings and action photos. 

Circle No. 145 on reader service card 


20 ANSWERS to questions on bet- 
ter deodorizing, cleansing and 
other industrial hygienic prob- 
lems are furnished in a pocket- 
sized booklet published by Miles 
Laboratories, Inc. The booklet 
features information on “Bactine’”’ 
germicide, fungicide, deodorizer 
and antiseptic-cleanser. The 


booklet is a “must” item for first 
aid and plant dispensary per- 
sonnel. 

Circle No. 146 on reader service card. 


WITHOUT AIR CONDITIONING you 
can keep temperatures down in- 
side your plants simply by apply- 
ing “Tint-Glass’”’ transparent 
plastic coating to factory and of- 
fice windows as directed in litera- 
ture available from  Protecto 
Plastics, Inc. The folder shows 
you how you can cut 20 degrees 
off the temperature inside your 
windows for 3c per window. 
Circle No. 147 on reader service card. 








Controlled dissolving action is the 
reason Morton Impregnated Salt Tablets 
give fast relief —without nausea 


This chart shows the controlled dissolving rate of a typical 
Morton Impregnated Salt Tablet 


<> 


45 Min. 


1 


25 Min. 


55% 


DISSOLVED 


45% 


DISSOLVED 


4 


Within minutes, the average person be- 
gins to feel better, work better, when 
he takes Morton Impregnated Salt 


Tablets. 


are taken, essential body salt lost 
through perspiration begins to be re- 
placed—but at a gradual rate, so as 


not to cause nausea. 


For as soon as the tablets 


Hour 


60% 


DISSOLVED | 
3 


3 Hours 


2 Hours 





_ Over 
90% 


DISSOLVED — 





78% 


DISSOLVED 





For more than three hours after Morton 





Impregnated Salt Tablets are taken, 
they continue to fight heat fatigue by 
supplying salt. Careful, uniform coat- 
ing of the salt crystals in each tablet 
results in controlled dissolving action 
—the reason Morton Salt Tablets give 


such excellent results. 


Morton Yellow Impregnated Salt Tablets come 
Plastic and 
heavy-duty aluminum dispensers are also avail- 


in a handy, disposable dispenser. 


able, as are plain salt tablets. 


Place your order this week with your local safety 
equipment distributor. If he cannot supply you, 


write: 


MORTON SALT COMPANY 


Dept. OH-8. 120 South LaSalle Street 


Chicago 3, Illinois 


Complies with Federal Specifications 
SS-S-3le for Type Ill, Class C 
impregnated Salt Tablets 

U.S. Patent No. 2,665,236 

Patented 1954 (Canada) No. 501,316 


Circle No. 63 on reader service card for more information. 
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ATHLETE’S FOOT... 


DON’T SPREAD IT 
with old fashioned 
methods of foot 
sanitation 


SANI-MIST eliminates: Foot 


baths; Foot pads; Messy floors; 
Contamination; Dilution; Re-use 


*people © suppliers 


D. M. Lyon E. C. Corbett 


Douglas M. Lyon and Ed- 
mund C. Corbett have been 
named district managers for 
direct sales of Sol-Speedi-Dri 
by the manufacturer, Speedi- 
Dri Corp. Lyon’s territory in- 
cludes Ohio, western Pennsy]l- 
vania, and parts of New York 
State. Corbett will cover the 
states of Illinois, Indiana and 
Wisconsin. Formerly with 
Safety & Maintenance Co., 
Inc., Lyon joined Speedi-Dri 
in 1950, became regional sales 
manager in 1952. Corbett has 
been a sales representative in 
the Rhode Island area for the 
last five years. Before joining 
Speedi-Dri, Corbett spent 7 
years in the industrial safety 
and maintenance field. 


Samuel O. Bacon has been 
named division-wide safety 
supervisor for Tide Water As- 
sociated Oil Co.’s western di- 
vision. He will supervise 
safety training programs, 
guide in eliminating unsafe 
practices and conditions, 
recommend protective equip- 
ment and handle accident pre- 
vention investigations and 
analyses. He was formerly 
safety engineer of the firm’s 
1500-man Avon Flying A Re- 
finery, which currently holds 
the California safety record of 
4,426,595 man-hours without 
disabling injury. 


Will D. Jenkins, known in 
the Pacific Northwest as “the 
dean of safety”, recently 
passed away at Pearson Hos- 
pital. Jenkins, who entered 
safety work in 1920, was re- 
sponsible for organizing the 
safety department of the Brit- 
ish Columbia Lumber Manu- 
facturers’ Association in 1924. 
In 1947, Jenkins received the 
first citation of its kind from 
the Western Safety Confer- 


of solution. The SANI-MISTER 
dispenses an individual full 
strength treatment that kills the 
principal fungi causing Athlete’s 
Foot in less than 30 seconds. 





J. B. Davies Becomes New President of ISEA 


ping al 


Preferred by schools, clubs and 
industries from coast to coast. 
Send coupon now for full details. 


Gentlemen: 

Please send complete details of the 
safe, clean SANI-MIST method of 
Athlete’s Foot prevention. 





OUTGOING President S. C. Herbine (left) congratulates incoming President J. B. 
Davies at the 1955 annual meeting of the Industrial Safety Equipment Association. 
Herbine is sales manager of the safety division of Willson Products, Inc.; Davies is 
manoger, industrial sales, of Mine Safety Appliances Co. The Association, composed 
of manufacturers of safety equipment, had its meeting at Oyster Harbors, Osterville, 
Mass., June 21-24. 





SANI-MIST INC. 


"1724 Chestnut Street, Phila. 3, Pa. 
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CESCO 


Broad-Bearing’ 
COMFORT-BRIDGE SPECTACLES 


* Now available 
with flexible 
polyethylene pads 


Above you see | 
the jumbo, | 
contoured 


which “float” 
the weight | 


» 


| 

| 

| 

; bridge pads 
| 

| 


on the nose 


Wa 


( 


\ 


No. 374 
cEsCcOo 
Comfort-Bridge 
Spectacle 


e The secret ‘‘weight-less’’ feel of CESCO 
Spectacle-Type Goggles with patented Com- 
fort-Bridge lies in the face-fitting design of the 
broad-bearing bridge pads. The combination 
of large bearing area and anatomically cor- 
rect contours rests the weight gently and 
evenly on the sides of the nose. 

Comfort-Bridge Spectacle-Type Goggles 
are worn all day without discomfort...or com- 
plaint. They’re a big aid to safety because 
they close the dangerous gap between nose 
and goggle frame that results when using 


many conventional type bridge pads. 

Now furnished with regular rigid plastic or 
the new F-9P flexible polyethylene pads for 
even greater comfort and correct fit on those 
workers with unusual nasal contours. 

eee 

You can get Comfort-Bridge Spectacle-Type 
Goggles in a complete range of bridge and 
lens sizes, with or without side-shields, and 
with clear Super-Safety or Antiglare lenses. 
Call your CESCO distributor at once or write 
direct for further information. 


CHICAGO EYE SHIELD COMPANY @ 2308 Warren Boulevard, Chicago 12, Illinois 
OFFICES IN: Atlanta, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Dallas, Detroit, East Orange, 
~% Houston, Indianapolis, Kansas City, Knoxville, Little Rock, Los Angeles, Lovisville, Mexico City D.F., Milwaukee, Montreal, 
Peoria, Philadelphia, Pittsburgh, Salt Lake City, San Francisco, Spokane, St. Louis, St. Paul, Toledo, Tulsa, Wichita 


a Rae) ‘ia SAFETY 


Circle No. 65 on reader service card for more information. 
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ence for his efforts in con- 
serving human life and prop- 
erty. 


H. Y. Walton has been pro- 
moted to director of safety for 
McLean Trucking Co., replac- 
ing G. C. Alexander who re- 
signed. Walton joined McLean 
in 1948 as a safety trainee. 
Since then he has been safety 
supervisor, driver supervisor 
and assistant director of safe- 
ty. He is a member of ASSE. 


Otto Holmskog, construction 
specialist of Employers Mu- 
tuals of Wau- 

sau, Wis., has 

been named 

secretary of 

American 

Standards 

Association’s 

sectional 

committee on 

standards for 

safety in the 

construction industry. Holm- 
skog’s first project is to super- 





Fi 
positive rae 


' ts Wearet 
pit Protec” ction 
‘ae mt greediom of 2° 


e Reflects more than 95% of all radiant 
heat. 


e Body temperatures remain NORMAL under 


Fyre-Armor. 
e Light-weight 772 Vii protection offers 
complete mobility. 


e Developed after years of research. 

e Amazing record of successful use by muni- 
cipal and military fire fighting depart- 
ments and airport crash stations. 


Now available here for the first time, after 
years of exhaustive research. Light-weight, abso- 
lutely flexible, FRZTATIieLe Rescue Suits weigh 
no more than an ordinary suit or coat. 

Unusually fine fire-resistant fabrics are fused 
by a patented process to metallic layers and 
then topped by specially treated durable alu- 
minum foil which provides a higher heat reflec- 
tivity than any other process of aluminization. 
Special copper coated heat resistant safety gog- 
gles and visors offer full 180° visibility to round 


out the versatility of amazing 


Other models include a Fire 
Proximity suit for use by Fire 











* Patented in Europe 
Pat. Pend. USA 


FAR-EX corporation 


75 West Street, New York 6, N. Y. 


cae. 
=" "ae 
ar 


fighters who work in the imme- 
diate vicinity of flame only and 


ation; the jae) FM Hood 
and special equipment for fire- 
men who do not require a com- 
plete protective garment. Indus- 
trial suits and a full line of in- 
dustrial apparel including face 
shields, vests, aprons, gloves and 
legging-spats for workers who 
are exposed to high heat and 
flame. special 
equipment includes arop cur- 
tains, tarpaulins and blankets to 
shield inflammable materials and 
for rescue work. 


At no cost FADE eLy safety 


engineers will survey your re- 
quirements. Write, wire or phone 
today for full information. 


iy i are subjected to high heat radi- 
Vil 





Circle No. 66 on reader service card for more information. 





vise the revision of the asso- 
ciation’s 1944 Construction 
Safety Standards Manual. 
Holmskog is a former chair- 
man of the Construction Sec- 
tion, NSC. 


AWARDS: 


United States Rubber Co. has 
been presented an Award of 
Honor for maintaining a 2.5 
accident frequency rate in its 
36 plants during 1954. 


The Scottdale, Pa., plant of 
Robertshaw - Fulton Controls 
Co. took a special award 
plaque for running through 
1954 with no disabling injur- 
ies. 


Garrison Spillway Contrac- 
tors, working on Garrison 
Dam, N. D., have been granted 
a safety award for developing 
an accident frequency rate of 
only 3.89 with 770,929 man- 
hours of exposure. 


A Certificate of Health 
Maintenance has been award- 
ed to General Petroleum Corp. 
by Occupational Health Insti- 
tute in recognition of the com- 
pany’s medical program for 
employees. 


Last year was the best safe- 
ty year in Lockheed Aircraft 
Corp. history. The company’s 
California plants recorded a 
frequency rate of only 1.22. 


THESE SAFETY awards came from 
four sources to the Fischer Lime & 
Cement Co. Before 1947, when a 
strong safety program was adopted, 
the company had what Safety Engi- 
neer Charles E. Nichols calls ““a black 
picture.’ Now, insurance and operat- 
ing costs are down, worker morale 
and efficiency are up. 
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TURTLE CLUB... 


Continued from page 16 





Malcolm Jones, working at 
Thessalon, Ont., for Midway 
Lumber Mills, Ltd., walked by 
a wood hopper. From the top 
of the hopper, some 25 feet 
above him, a chunk of hard- 
wood 4’ x 6” x 14” dropped and 
struck Jones’ safety hard hat. 
He lost no time from his work 
and suffered no injuries. His 
hard hat deflected the blow. 


Ira Hardin works for Ari- 
zona Public Service Co. in 
Phoenix, Ariz. Another work- 
man accidentally dropped a 
142-pound wrench, and it fell 
50 feet, landing on the top of 
the hard hat which Hardin 
wore. He received a small cut 
on the head, but because of 
the protection offered by his 
hard hat, he sustained no per- 
manent effects from the in- 
jury and lost no time from his 
job. 


Thomas R. Mowbray, of 
Judson Pacific Murphy-Kiewit 
Co., was at work on the 
Richmond-San Rafael bridge. 
A 1” x 3” bolt, weighing ™%4- 
pound, fell a distance of 115 
feet and hit Mowbray’s hard 
hat. Other than a slight head 
cut, he suffered no other in- 
jury, lost no time from his 
job. His hard hat deserves 
the thanks. 


Edward Haubert, employed 
by Basic Refractories, Inc., 
Maple Grove, Ohio, was saved 
twice in the same day by his 
hard hat. Working in a cooler 
pit, Haubert straightened up 
and bumped into two live, 110- 
volt electrical lines. Shaking 
off the slight jolt from the 
contact, Haubert later was 
struck by a 1-pound rock 
which hit his hard hat. Both 
times, Haubert was saved 
from a serious, if not fatal, 
accident because he wore his 
hard hat. 
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H. A. Shakespear, an em- 
ployee of the U. S. Forest 
Service, Dixie National For- 
est, was busy placing cargo on 
a pack horse before entering a 
roadless area. The horse ob- 
jected, lunged forward while 
kicking out with its hind feet, 
and caught Shakespear on the 
hard hat he wore. Although 
knocked to the ground, he was 
uninjured and lost no time. 
Without his hard hat, he 
might have suffered fatal in- 
juries. 


Austin A. Butman, of U. S. 
Steel Corp.’s Consolidated 
Western Steel Div., was work- 
ing at the firm’s North Bay 
location. A 5-pound blob of 
molten metal (2200° F) from 
an automatic welding ma- 
chine burned through the top 
of the mill section and drop- 
ped 2 feet onto Butman’s hard 
hat. His right foot was burned 
but he lost no time from his 
job and was not seriously or 
fatally injured, only because 
he wore his hard hat. 








VI-LAN CLEAN 





dispensers 


v 





on the job and in wash rooms 
will prevent the menace of 


dermatitis 


- « - lost man hours 
and lost profits! 


This new antiseptic all-purpose skin 
cleanser contains ACTAMER, a non- 
toxic bacteriostat, perfected by Mon- 
santo Chemical Company, exerting a 
powerful inhibitory action against 
harmful skin bacteria for 48 hours 
after use. 

VI-LAN CLEAN does what ordinary 
soaps can not do. It removes greases, 
oils, paint, acids, graphites, printing 
inks, asphalt, rubber, gasket cements 
and other industrial soils and sediments, 
and provides the prophylaxis inhibit- 
ing the germs which too often put 
employees out of commission. 

So, serve and protect your employees 
with VI-LAN CLEAN — install the new 
VI-LAN CLEAN dispensers in every 
wash room and on critical on-the-job 
locations. MAY BE USED WITH OR 
WITHOUT WATER. 

To fill dispensers VI-LAN CLEAN 
is packed in polyethylene bags, allow- 
ing you to release any amount of the 
cream simply by finger pressure on the 
bag without waste. This container also 
may be used conveniently as a portable 
dispenser on trucks and outside jobs. 

Also available in convenient pint, 
quart and gallon containers for home 
and shop use. 


Write for descriptive folder today! 


DAMERON 


enterprises, inc. 


427 So. 20th Street 
Louisville 3, Kentucky 


; 


== 


F the Antiseptic Skin Cleanser With Low-de 


aVELAN CLEAN», 


fy CLEANS WITH OR WITHOUT Wal 


Woy Be Used On Face, Hands, 6m 
Other Parts Of Body” 
DIRECTIONS FOR USING 4 
TURROON USE. FEST joke small portion of VELAM heb 
= wt completely \iquified: THEN rime well with 


Gor Fe & doth towel 


i Toke mall portion of VI-LAIN CLEAN io han 





ae feign matter. completely dissolved. Dry with paper tag q 


Circle No. 67 on reader service card for more information. 








LITERATURE 
OFFERED IN THIS MONTH’S ADS 


equipment and supplies necessary 
for every type of waxed floor 
maintenance. Emphasis is put on 


To get information on any 
ef these products, circle the 
appropriate number on the 
Reader Service Card. 











REDUCING FLOOR CARE cost is the 
theme of free literature offered 
by Finnell System, Inc., which 
also offers free demonstration of 


the uses of Sanax wax cleaner. 


Circle No. 5 on reader service card 


SAMPLES OF SOAP—liquid and bar, 
germicidal, vegetable, and borax 
types—are offered free, together 
with a booklet on “Antiseptic 
Soaps for Industry,” by Armour 


& Co. 


Circle No. 4 on reader service card. 
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PRODUCTS 


HELP SOLVE YOUR 
SANITATION AND 
MAINTENANCE PROBLEMS... 


Whether It’s a Problem of Inexperienced Help— 
Efficiency or Costs 


FOR ' CLEANER- 
LEED Jus? DISINFECTANT 
CLEANS eee DISINFECTS eee SANITIZES-. ee 
DEODORIZES—IN ONE EASY OPERATION! 





Just one man does all this at 
the same time . .. and in less 
time than it normally takes to 


merely clean. 





\ Even 


\\’ TT help get top 


4 


ot PL Ee 











MOP IT ON, MOP IT jg 


OFF... THAT'S ALL. 
inexperienced 
results 
yy \ with JUST. And JUST's 


built-in ECONOMY a aS 


* DEODORANT » DISINFECTAN! 


CONTROL and JUST- 


A-MATIC DISPENSER prevents waste! 
To top it all, JUST in use costs LESS 
than most simple scrub soaps. No 
wonder schools, hospitals, institutions 
and industry turn to JUST for fast 


complete sanitation. 


WHAT'S YOUR PROBLEM? 


The experience and 
knowhow of over 28 
years is at your dis- 
posal. Perhaps we 
can help you... just 





Maintenance Products. 


@ JUST Surface Toner 
@ JUST Bacteriostatic Dust Control 





@ JUST Combined Cleaner-Disinfectant 
@ JUST Flexible Film Floor Finish (Formerly Ful-Life) 
@ JUST Wax Stripper 


Use the Complete Family of JUST Sanitary 


@ OUT Liquid Bowl and Porcelain Cleaner-Disinfectant 


as we have aided 
thousands to achieve 
better, safer, effi- 
cient sanitation and 
maintenance. Just 
drop usaline. And... 


WRITE FOR FREE SAMPLES 
AND LITERATURE. 





© 1955 





ASSOCIATED 


OVER 250 ASSOCIATED JUST 


® 


Associated JUST Distributors, Inc. 


c/o FULD BROS., INC. 
702 S. Wolfe Street, Baltimore 31, Md 


A 


West Coast: Los Angeles 13, Cal 


DISTRIBUTORS TO SERVE YOU. 


Circle No. 68 on reader service card for more information. 





A FREE SAMPLE of Actamer, anti- 
dermatitis bacteriostat developed 
by Monsanto Chemical Co., may 
be secured, along with a list of 
suppliers who can furnish soap 
containing the chemical. 


Circle No. 76 on reader service card. 


A CATALOG of industrial gloves 
made of neoprene, rubber, or 
plastic-coated fabric is available 
from Hood Rubber Co. 


Circle No. 52 on reader service card. 


A NEW FOLDER on Super West- 
wax has been issued by West 
Disinfecting Co. It describes a 
hard-fiinish, high-gloss floor wax 
especially adaptable to industrial 
needs. 


Circle No. 13 on reader service card. 


THE SANI-MIST method for stop- 
ping athlete’s foot is covered in 
detail by literature issued by 
Sani-Mist, Inc. 


Circle No. 64 on reader service card. 


INDUSTRIAL SAFETY APPAREL in 
leather, Dynel, duck, and coated 
materials is catalogued by litera- 
ture published by Industrial 
Gloves Co. 


Circle No. 54 on reader service card. 


PRICES AND FULL DETAILS on the 
“Stretcherette,” designed to elim- 
inate dangerous handling of the 
injured, are available from the 
Stretcherette Co. 


Circle No. 44 on reader service card. 


THE ELECTRO-LOCK Shield is de- 
scribed by Bulletin No. 103, offer- 
ed free by Junkin Safety Appli- 
ance Co. The shield protects 
machine operators from flying 
particles. 


Circle No. 40 on reader service card. 


CEM-SEAL, intended to seal new 
concrete floors and to renew old 
floors, is covered in detail by lit- 
erature issued by Hillyard Chem- 
ical Co. 


Circle No. 8 on reader service card. 


A 64-PAGE CATALOG of all types 
of industrial signs has been pub- 
lished by Stonehouse Signs, Inc. 
Many of the signs are designed to 
meet specific hazards. 


Circle No. 19 on reader service card. 


OCCUPATIONAL HAZARDS 





ee 1 | ~=PROPERTY PROTECTION and ways 

McDONALD PRODUCTS to lower insurance rates are the 
subject of a new booklet pub- 

ted. lished by Chicago Watchclock. 


| 
| 

Circle No. 53 on reader service card 
| with comfort in mind! 


VI-LAN CLEAN and dispensers for 
the product are described by a 
folder of Dameron Enterprises, 
Inc. Vi-Lan is an all-purpose 
skin cleanser for use with or 
without water. 


Circle No. 67 on reader service card 


EYE-WASH FOUNTAINS and emer- 
gency showers are pictured and 
described by literature of the 
Haws Drinking Faucet Co. 


Circle No. 29 on reader service card 


AN EAR VALVE that controls en- 
trance of noise into the ear is the 
subject of folders issued by Sigma 
Engineering Co. 

Circle No. 31 on reader service card 
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HOW TO KILL HEAT in plants with 


McDONALD t & u exceptionally hot working condi- 


tions is outlined by the detailed 


information available from Cop- 
pus Engineering Corp. 
fj | fj pt Circle No. 45 on reader service card 


Each disposable carton its M A rN E Y 0 U R 


own low-cost dispenser 


...easy to place wher- ll, fe A i S S A ‘a t R! 
ever personnel is Nh « 


exposed to high 


temperatures... at | Dual ia PROTECT WORKERS 


drinking fountains... 


washrooms... on , X FROM | NJ URY 
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trucks...in yards near 
faucets, Available 
with the popular 
impregnated tablet... 
in salt-plus-dextrose 
tablet ...or plain 

salt tablets in cartons 
of 1000 or 500. 
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B-F-M"Donald Co. 


Manufacturers & Distributors of 
Pa 


industrial \Z7Z “ Equipment This fan guard prevents hand, arm 


and head injuries. Made of a mesh 
fabric, it is washable, mildewproof, 
non-static and won't interfere with 
5721 West 96th St. * Los Angeles 45 the normal flow of air. 


, Cover protects back and sides of 
Other offices in San Francisco and Houston fan as well as the front 
ee immediate delivery. Write to 


ROCHESTER 


Safety Equipment Co. 
83 Howell! St. * Rochester 7, N.Y. 
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Please send information and prices on 
1-4-U Sait TABLETS 
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Circle No. 70 on reader service card. Circle No. 71 on reader service card 
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Circle No. 69 on reader service card. 





Circle No. 72 on reader service card. 


LICKS POISON IVY! 


MSco A-17 POISON IVY OINT- 
MENT in mew handy package. Tear off 
corner and squeeze. Quicker, on-the- 
spot protection. It’s another big ad- 
vance in unit packaging, just as you 
would expect from MSco, headquarters 
for potson ivy treatments. Unit A-17 is the 
original and most widely used preven- 
tive and treatment for poisonous plant 
dermatitis in industrial first aid .. . has 
by far the longest record of successful 
case histories. See your MSco distribu- 
tor, or write for 

clinical data and 

free illustrated poi- 

sonous plant Gis 

tification guide. 


MEDICAL SUPPLY COMPANY 
Rockford, Ill., In Canada, it's Safety Supply Co. 


Shut Out NOISE| 














with the NEW [SMR] 
EARSTOPPER 


Soft, comfortable, resilient, the SMR 
EAR STOPPER adjusts itself to all 
shapes, turns and movements of the 
ear canal. Will not slip out of the 
ear. Has a long life and is reason- 
able in cost. Furnished in a plastic 
case. Forty-five cents per set. 


@ Free sample when requested 
on company stationery. 


Surgical Mechanical Research 


1905 Beverly Los Angeles 
Bivd. 57, Calif, 


Circle No. 73 on reader service card. 
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Circle No. 74 on reader service card. 


Loologist Writes: 
Saiabe imaginable gered 
tried for protection ogni 
ticks and chiggers; on!y *™ 
Of passed the acid test. 


STOP INSECT BITES 
PREVENT DISEASE & INFECTION 


‘TICK 
OF 


More Than A Repellent 


SAFE! FAST! Keeps away 
Chiggers, Ticks, Mos- 
quitoes, Flies. A few sec- 
ond spray Protects you 


NAANAALANY 


AYN 


min 


ANA 


AV 
ILL] 


12 Oz. Bombs 





De yeu know that biting ticks trans- 
mit to humans twice the number of 
tularemia cases than handling or 
skinning of rabbits. 


Distributed by 
MINE SAFETY APPLIANCES CO. 
201 North Braddock Avenue 
Pittsburgh 8, Pa. 
76 Branch Offices in the United States 
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HALCO 
SNAKE BITE KIT 





1 Plastic Suction Syringe 
1 Tube Syringe Lubricant 
1 Snake Bite Lancet 

1 Tourniquet 

2 Ammonia Inhalants 

2 lodine Swabs 


A. E. Halperin Co., Inc. 
75 NORTHAMPTON ST. 
BOSTON 18, MASS. 


Circle No. 75 on reader service card. 











OCCUPATIONAL HAZARDS 








Reduce worker skin 
infection, cut lost man-hours 
with new soap ingredient 





60% of all occupational disease compensation 
cases are based on skin disorders. 


You can now reduce this loss of time and money easily 
and effectively. Regular use of industrial hand soaps— list of suppliers who can 
bar, liquid or powder—containing Monsanto’s remark- furnish soap containing 
able new lbacteriostat, ACTAMER, reduces resident ACTAMER. Write: Or- 
skin bacteria by as much as 97°. Because ACTAMER ganic Chemicals Division, 
clings stubbornly to the skin, repeated use keeps hands MONSANTO CHEMICAL 
virtually germ-free long after each washing. This sani- COMPANY, Box 478-S-1, 
tizing effect of ACTAMER means reduced skin infection St. Louis 1, Missouri. 

to your employes—a substantial dollar savings to you. 

(Monsanto does not manufacture or sell soap formu- 

lations containing ACTAMER.) «cramer: Reg. U.S. Pat. Off. 


Ask us for a sample and a 





MONSANTO 


Serving Industry ... Which Serves Mankind ’ CHEMICALS ~ PLASTICS 





Circle No. 76 on reader service card for more information. 





Each year sports experts select the “Most Val- 
uable Player” from the outstanding ball players 
in each of the Major Leagues. 


With equal care—locally Franchised Independent 

Safety Equipment Distributors—select the men 

to receive OCCUPATIONAL HAZARDS Magazine. The 
Safety Equipment Distributors’ salesmen know the men who 
do the real buying, because their livelihood 

depends on selling them. 


Your advertising therefore reaches 

a handpicked audience—known users 

of your products. No other publication 

in the safety equipment field can give such 
selective readership. 


OCCUPATIONAL HAZARDS 


1240 ONTARIO STREET CLEVELAND 
———SALES OFFICES 





NEW YORK CHICAGO 
Room 803 Suite 1613 
60 East 42nd St 520 N MA: 


New York 17, N.Y Chicage 














